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TITLE  3— THE  J>RESIDENT 

EXECUTIVE  ORDER  10678 

Administration  of  the  Functions  op 

THE  Rubber  Producing  Facilities  Dis¬ 
posal  Commission 

By  virtue  of  the  authority  vested  in  ^e 
by  section  20  of  the  Rubber  Producingf 
Facilities  Disposal  Act  of  1953,  67  Stat. 
414,  as  amended  or  modified  (50  U.  S.  C. 
App.  1941r),  and  by  section  6  (d)  of  the 
act  of  March  21,  1956,  70  Stat.  53,  and 
as  President  of  the  United  States,  it  is 
ordered  as  follows: 

Section  1.  Subject  to  the  provisions 
of  section  2  of  this  order,  the  Federal 
Facilities  Corporation  (hereinafter  re¬ 
ferred  to  as  the  Corporation)  is  hereby 
designated  as  the  agency  to  administer 
the  contracts  of  sale  or  lease  of  the 
Government-owned  rubber  producing  fa¬ 
cilities  made  pursuant  to  the  Rubber 
Producing  Facilities  Disposal  Act  of  1953, 
as  amended,  and  to  administer  other 
matters  involving  the  Rubber  Producing 
Facilities  Disposal  Commission,  includ¬ 
ing  all  powers  and  authority  conferred 
upon  the  said  Commission  by  sections  4, 
5,  and  6  of  the  said  act  of  March  21, 1956, 
and  also  including  the  winding  up  of  the 
affairs  of  the  Commission.  The  said  con¬ 
tracts  are  hereby  transferred  to  the  Cor¬ 
poration. 

Sec.  2.  The  administration  of  the 
national-security  clause  contained  in 
such  contracts  of  sale,  including  any  con¬ 
tract  of  sale  made  under  the  act  of 
March  31,  1955,  69  Stat.  15,  or  under  the 
said  act  of  March  21,  1956,  and  the  ad¬ 
ministration  of  the  national-security 
clause  (including  the  recapture  clause) 
contained  in  any  lease  of  the  unsold  fa¬ 
cilities  made  under  any  of  the  aforesaid 
acts  shall  be  carried  out  in  accordance 
with  the  needs  and  requirements  of  the 
national  defense  as  determined  by  the 
Secretary  of  Defense. 

Sec.  3.  The  records,  property,  liabili¬ 
ties,  employees,  and  unexpended  balances 
of  appropriations,  allocations,  and  other 
funds,  available  or  to  be  made  available, 
of  the  Rubber  F*roduclng  Facilities  Dis¬ 
posal  Commission  are  hereby  transferred 
to  the  Corporation,  for  use  or  employ¬ 
ment  l)y  the  Corporation  in  connection 
with  the  administration  or  performance 


of  its  functions  and  duties  under  section  1 
of  this  order,  or  for  other  disposition  as 
determined,  consonant  with  law,  by  the 
Corporation. 

Sec.  4.  All  matters  placed  under  the 
administration  or  jurisdiction  of  the 
Corporation  by  sections  1  and  3  of  this 
order  shall  be  subject  to  direction  and 
control  by  the  Secretary  of  the  Treasury. 

Sec.  5.  This  order  shall  become  effec¬ 
tive  on  September  24,  1956. 

Dwight  D.  Eisenhower 

The  White  House, 

September  20,  1956. 

[F.  R.  Doc.  66-7702;  Piled.  Sept.  20,  1966; 

12:34  p.  m.] 


EXECUTIVE  ORDER  10679 

Withholding  of  Compensation  of  Cer¬ 
tain  Civilian  Employees  of  the  Army 
National  Guard  and  the  Air  National 
Guard  for  State  Employee  Retirement 
System  Purposes 

By  virtue  of  the  authority  vested  in 
me  by  the  act  of  Jime  15,  1956;  70  Stat. 
283,  and  section  301  of  title  3  of  the 
United  States  Code,  and  as  President  of 
the  United  States,  I  hereby  prescribe  the 
following  regulations  governing  agree¬ 
ments  to  be  entered  into  between  the 
Secretary  of  Defense  and  States  or  Ter¬ 
ritories,  pursuant  to  the  provisions  of 
the  said  act  of  June  15,  1956,  with  re¬ 
spect  to  withholding  of  compensation  of 
certain  civilian  employees  of  the  Army 
National  Guard  and  the  Air  National 
Guard  for  State  or  Territorial  employee- 
retirement  system  purposes: 

1.  Such  an  agreement  shall  be  entered 
into  by  the  Secretary  of  Defense  within 
one  hundred  and  twenty  days  of  the  re¬ 
ceipt  of  a  request  therefor  by  the  Sec¬ 
retary  from  tiie  Governor  or  any  other 
proper  ofBcial  of  any  State  or  Territory: 
Provided,  (a)  that  the  law  of  such  State 
or  Territory  provides  for  the  payment 
of  employee  contributions  to  such  State 
or  Territorial  employee-retirement  sys¬ 
tems  by  withholding  sums  from  the  com¬ 
pensation  of  such  State  or  Territorial 
employees  and  making  returns  of  such 
( Continued  on  p.  7201 ) 
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sums  to  officials  of  such  State  or  Terri¬ 
tory;  (b)  that  civilian  employees  of  the 
Army  National  Guard  and  the  Air  Na¬ 
tional  Guard,  other  than  those  employed 
by  the  National  Guard  Bureau,  are  eli¬ 
gible  for  membership  in  a  State  or  Ter¬ 
ritorial  employee-retirement  system; 
and  (c)  that  each  such  agreement  shall 
be  consistent  with  the  provisions  of  the 
said  act  of  J\me  15,  1956,  and  of  rules 
and  regulations  issued  thereunder,  and 
shall  be  subject  to  any  amendments  of 
the  said  act,  including  amendments  oc¬ 
curring  after  the  effective  date  of  any 
such  agreement. 

2.  Each  such  agreement  (a)  shall  pro¬ 
vide  that  the  Secretary  of  the  Army  with 
respect  to  such  employees  of  the  Army 
National  Guard,  and  the  Secretary  of 
the  Air  Force  with  respect  to  such  em¬ 
ployees  of  the  Air  National  Guard,  shall 


comply  with  the  requirements  of  such 
State  or  Territorial  law  in  the  case  of 
employees  subject  to  the  said  act  of  June 
15,  1956,  who  are  eligible  for  member¬ 
ship  in  such  retirement  system  for  State 
or  Territorial  employees,  (b)  shall  spec¬ 
ify  when  the  withholding  of  sums  from 
the  compensation  of  such  State  or  Terri¬ 
torial  employees  shall  commence,  and 
(c)  shall  provide  for  procedures  for  the 
withholding,  the  filing  of  the  returns, 
and  the  payment  of  the  sums  withheld 
from  compensation  to  the  State  or  Terri¬ 
tory  which  conform,  so  far  as  practi¬ 
cable,  to  the  usual  fiscal  practices  of  the 
Department  of  the  Army  and  the  De¬ 
partment  of  the  Air  Force,  respectively. 

3.  The  Secretary  of  the  Army  with  re¬ 
spect  to  Army  National  Guard  em¬ 
ployees,  and  the  Secretary  of  the  Air 
Force  with  respect  to  Air  National  Guard 
employees,  shall  designate,  or  provide  for 
the  designation  of,  the  officers  or  em¬ 
ployees  whose  duty  it  shall  be  to  with¬ 
hold  sums  from  compensation,  file 
required  returns,  and  direct  the  payment 
of  such  sums  withheld,  in  accordance 
with  the  terms  of  the  agreements  en¬ 
tered  into  between  the  Secretary  of  De¬ 
fense  and  the  States  or  Territories, 

4.  Nothing  in  this  order,  or  in  rules 
or  regulations  issued  thereunder,  or  in 
any  agreement  entered  into  pursuant 
thereto,  shall  be  construed  as  giving  con¬ 
sent  to  the  application  of  any  provision 
of  law  of  any  State  or  Territory  which 
has  the  effect  of  imposing  more  burden¬ 
some  requirements  upon  the  United 
States  than  it  imposes  upon  the  depart¬ 
ments,  agencies,  or  political  subdivisions 
of  the  State  or  Territory  concerned  with 
respect  to  employees  thereof  who  are 
members  of  the  State  or  Territorial  re¬ 
tirement  system,  or  which  has  the  effect 
of  subjecting  the  United  States  or  any 
of  its  officers  or  employees  to  any  penalty 
or  liability. 

5.  As  used  in  this  order,  the  term 
‘‘employees’*  means  civilian  employees 
of  the  Army  National  Guard  or  Air  Na¬ 
tional  Guard  of  a  State  or  Territory  who 
are  employed  pursuant  to  section  709  of 
title  32  of  the  United  States  Code,  and 
paid  from  Federal,  appropriated  funds. 

6.  I  hereby  delegate  to  the  Secretary 
of  Defense  authority  to  prescribe  suetT 
rules  and  regulations  not  inconsistent 
herewith  as  may  be  necessary  to  further 
effectuate  the  provisions  of  the  said  act 
of  June  15,  1956,  or  of  this  order. 

Dwight  D.  Eisenhower 

The  White  House, 

September  20,  1956. 

[P.  R.  Doc.  56-7701;  Filed,  Sept.  20,  1956; 

12:34  p.  m.) 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I— Civil  Service  Commission 

Part  27 — Exclusion  From  Provisions  or 
THE  Federal  Employees  Pay  Act  op 
1945,  AS  Amended,  and  the  Classifica¬ 
tion  Act  of  1949,  as  Amended,  and 
Establishment  of  Maximum  Stipends 
FOR  Positions  in  Government  Hos¬ 
pitals  Filled  by  Student  or  Resident 
Trainees 

DEPARTMENT  OF  HEALTH,  EDUCATION,  AND 
WELFARE ;  PSYCHIATRIC  NURSE  STUDENTS 

1.  Effective  September  15,  1956,  the 
following  time  is  added  to  §  27.1: 

§  27.1  Exclusion  from  provisions  of 
Federal  Employees  Pay  Act  and  Classifi¬ 
cation  Act.  ♦  •  * 

Psychiatric  Niirse  Students,  Saint  Eiiza- 
beths  Hospital,  Department  of  Health, 
Education,  and  Welfare,  approved  training, 
undergraduate  level. 

2.  Effective  September  15,  1956,  the 
following  item  is  added  to  §  27.2 : 

§  27.2  Maximum  stipends  prescribed. 

•  *  * 

Psychiatric  Nurse  Students,  Saint  Eliza¬ 
beths  Hospitai,  Department  of  Health,  Edu¬ 
cation,  and  Welfare. 

Approved  training,  undergraduate  level,  per 
month _  $126 

(61  Stat.  727;  6  U.  S.  C.  1051-1058) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  Wm.  C.  Hull, 

Executive  Assistant. 

[P.  R.  Doc.  56-7640;  Piled,  Sept.  21,  1956; 
8:50  a.  m.] 
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MISCELLANEOUS 
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ments  and  normal  yields  for 
farms  returned  to  agricultural 
production  or  shifted  from  pro¬ 
duction  of  shade-grown  cigar-leaf 
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Authortty:  §§723.811  to  723.828  issued 
under  sec.  375,  52  Stat.  66,  as  amended;  7 
U.  S.  C.  1375.  Interpret  or  apply  secs.  301, 
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Stat.  684;  7  U.  S.  C.  1301,  1313,  1363. 

GENERAL 

§  723.811  Basis  and  purpose.'  (a) 
The  regulations  contained  in  §§  723.811 
to  723.828  are  issued  pursuant  to  the 
Agricultural  Adjustment  Act  of  1938,  as 
amended,  and  govern  the  establishment 
of  1957  farm  acreage  allotments  and 
normal  yields  for  cigar-filler  and  binder 
tobacco.  The  purpose  of  the  regulations 
in  §§  723.811  to  723.828  is  to  provide  the 
procedure  for  allocating,  on  an  acreage 
basis,  the  national  marketing  quota  for 
cigar-filler  and  binder  tobacco  for  the 
1957-58  marketing  year  among  farms 
and  for  determining  normal  yields. 
Prior  to  preparing  the  regulations  in 
§§  723.811  to  723.828,  public  notice  (21 
F.  R.  5114)  was  given  in  accordance  with 
the  Administrative  Procedure  Act  (5 
U.  S.  C.  1003).  The  data,  views,  and 
recommendations  pertaining  to  the  reg¬ 
ulations  in  §§  723.811  to  723.828  which 
were  submitted  have  been  duly  consid¬ 
ered  within  the  limits  permitted  by  the 
Agricultural  Adjustment  Act  of  1938,  as 
amended. 

(b)  In  order  that  State  and  county 
committees  may  prepare  and  mail 
notices  of  farm  acreage  allotments  as 
early  as  possible  prior  to  the  referen¬ 
dum,  it  is  essential  that  the  regulations 
In  §§  723.811  to  723.828  inclusive,  be 
made  effective  as  soon  as  possible.  Ac¬ 
cordingly,  it  is  hereby  determined  and 
found  that  compliance  with  the  30-day 
effective  date  provisions  of  the  Adminis¬ 


trative  Procedure  Act  is  impracticable 
and  contrary  to  the  public  interest,  and 
such  regulations  shall  be  effective  upon 
filing  of  this  document  with  the  Direc¬ 
tor,  Division  of  the  Federal  Register. 

§  723.812  Definitions.  As  used  in 
§§  723.811  to  723.828,  and  in  all  instruc¬ 
tions,  forms,  and  documents  in  connec¬ 
tion  therewith,  the  words  and  phrases 
defined  in  this  section  shall  have  the 
meanings  herein  assigned  to  them  imless 
the  context  or  subject  matter  otherwise 
requires. 

(a)  Committees; 

(1)  “Community  committee”  means 
the  persons  elected  within  a  community 
as  the  community  committee  pursuant  to 
regulations  governing  the  selection  and 
functions  of  Agricultural  Stabilization 
and  Conservation  county  and  commu¬ 
nity  committees. 

(2)  “County  committee”  means  the 
persons  elected  within  a  county  as  the 
county  committee  pursuant  to  regula¬ 
tions  governing  the  selection  and  func¬ 
tions  of  Agricultural  Stabilization  and 
Conservation  county  and  community 
committees. 

(3)  “State  committee”  means  the 
group  of  persons  within  any  State  des¬ 
ignated  by  the  Secretary  of  Agriculture 
to  act  as  the  Agricultural  Stabilization 
and  Conservation  State  Committee. 

(b)  “County  oflBce  manager”  means 
the  person  employed  by  the  county  com¬ 
mittee  to  execute  the  policies  of  the 
county  committee  and  be  responsible  for 
the  day-to-day  operations  of  the  ASC 
county  ofBce,  or  the  person  acting  in 
such  capacity. 

(c)  “Deputy  Administrator”  means 
the  Deputy  Administrator  or  the  Acting 
Deputy  Administrator  for  Production 
Adjustment,  Commodity  Stabilization 
Service,  United  States  Department  of 
Agriculture. 

(d)  “Farm”  means  all  adjacent  or 
nearby  farm  land  under  the  same  owner¬ 
ship  which  is  operated  by  one  person,  in¬ 
cluding  also: 

(1)  Any  other  adjacent  or  nearby 
farm  land  which  the  county  committee 
determines  is  operated  by  the  same  per¬ 
son  as  part  of  the  same  unit  with  respect 
to  the  rotation  of  crops  and  with  work- 
stock,  farm  machinery  and  labor  sub¬ 
stantially  separate  from  that  for  any 
other  lands;  and 

(2)  Any  field-rented  tract  (whether 
operated  by  the  same  or  another  per¬ 
son)  which,  together  with  any  other  land 
included  in  the  farm,  constitutes  a  unit 
with  respect  to  the  rotation  of  crops. 

A  farm  shall  be  regarded  as  located 
ih  the  county  in  which  the  principal 
dwelling  is  situated,  or  if  there  is  no 
dwelling  thereon,  it  shall  be  regarded  as 
located  in  the  county  in  which  the  major 
portion  of  the  farm  is  located. 

(e)  “New  farm”  means  a  farm  on 
which  tobacco  will  be  harvested  in  1957 
for  the  first  time  since  1951.  If  in  ac¬ 
cordance  with  applicable  law  and  regu¬ 
lations,  no  1955  or  1956  tobacco  acreage 
allotment  was  determined  for  the  farm, 
any  acreage  of  tobacco  harvested  in  1955 
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or  1956,  respectively,  shall  not  be  consid¬ 
ered  as  harvested  acreage  in  determining 
whether  the  farm  is  a  new  farm.  The 
term  “harvested”  as  used  in  §§  723.811 
to  723.828  shall  include  the  meaning  de¬ 
scribed  in  paragraph  (b)  of  §  723.816 
with  respect  to  1956  harvested  acreage. 

(f)  “Old  farm”  means  a  farm  on 
which  tobacco  was  harvested  in  one  or 
more  of  the  five  years  1952  through  1956. 
If  in  accordance  with  applicable  law  and 
regulations,  no  1955  or  1956  tobacco  acre¬ 
age  allotment  was  determined  for  the 
farm,  any  acreage  of  tobacco  harvested 
in  1955  or  1956,  respectively,  shall  not 
be  considered  as  harvested  acreage  in 
determining  whether  the  farm  is  an  old 
farm.  The  term  “harvested”  as  used 
in  §§  723.811  to  723.828  shall  include  the 
meaning  described  in  paragraph  (b)  of 
§  723.816  with  respect  to  1956  harvested 
acreage. 

(g)  “Cropland”  means  farm  land 
which  in  1956  was  tilled  or  was  in  regu¬ 
lar  crop  rotation,  including  also  land 
which  was  established  in  permanent 
vegetative  cover,  other  than  trees,  since 
1953  and  which  was  classified  as  crop¬ 
land  at  the  time  of  seeding,  but  exclud¬ 
ing  (1)  bearing  orchards  and  vineyards 
(except  the  acreage  of  cropland  therein) , 

(2)  plowable  noncrop  open  pasture,  and 

(3)  any  land  which  constitutes  or  will 
constitute,  if  tillage  is  continued,  an  ero¬ 
sion  hazard  to  the  community. 

(h)  “Community  cropland  factor” 
means  that  percentage  determined  by 
dividing  the  total  cropland  for  all  old 
farms  in  the  community  in  1956  into  the 
total  of  the  1956  tobacco  acreage  allot¬ 
ment  for  such  old  farms:  Provided,  That 

(1)  if  it  is  determined  that  the  cropland 
factors  for  all  communities  in  the  county 
are  substantially  the  same,  the  county 
committee,  with  the  approval  of  the 
State  committee,  may  consider  the  en¬ 
tire  county  as  one  community,  and  (2) 
if  there  is  only  one  farm  in  the  county 
on  which  tobacco  is  grown,  the  com¬ 
munity  cropland  factors  of  the  nearest 
community  in  which  tobacco  is  grown 
shall  be  used  in  determining  the  acreage 
indicated  by  cropland. 

(i)  “Acreage  indicated  by  cropland” 
means  that  acreage  determined  by  mul¬ 
tiplying  the  number  of  acres  of  cropland 
in  the  farm  by  the  community  cropland 
factor. 

(j)  “Operator”  means  the  person  who 
is  in  charge  of  the  supervision  and  con¬ 
duct  of  the  farming  operations  on  the 
entire  farm. 

(k)  “Person”  means  an  individual, 
partnership,  association,  corporation,  es¬ 
tate  or  trust  or  other  business  enterprise 
or  other  legal  entity,  and  whenever  ap¬ 
plicable,  a  State,  a  political  subdivision  of 
a  State,  or  any  agency  thereof. 

(l)  “Producer”  means  a  person  who, 
as  owner,  landlord,  tenant,  sharecropper, 
or  laborer  is  entitled  to  share  in  the  to¬ 
bacco  available  for  marketing  from  the 
farm  or  in  the  proceeds  thereof. 

(m)  “State  administrative  officer” 
means  the  person  employed  by  the  State 
committee  to  execute  the  policies  of  the 
State  committee  and  be  responsible  for 
the  day-to-day  operations  of  the  ASC 
State  office,  or  the  person  acting  in  such 
capacity. 


(n)  “Tobacco”  means: 

(1)  Type  42  tobacco,  that  type  of  cigar- 
leaf  tobacco  commonly  known  as  Oeb- 
hardt,  Ohio  Seedleaf ,  or  Ohio  Broadleaf, 
produced  principally  In  the  Miami  Valley 
section  of  Ohio  and  extending  Into 
Indiana; 

(2)  Type  43  tobacco,  that  t3^e  of 
cigar-leaf  tobacco  commonly  known  as 
Zimmer,  Spanish,  or  Zimmer  Spanish, 
produced  principally  in  the  Miami  Valley 
section  of  Ohio  and  extending  into 
Indiana; 

(3)  Type  44  tobacco,  that  type  'Of 
cigar-leaf  tobacco  commonly  known  as 
Dutch,  Shoestring  Dutch,  or  Little  Dutch, 
produced  principally  in  the  Miami  Valley 
section  of  Ohio; 

(4)  Type  51  tobacco,  that  type  of 
cigar-leaf  tobacco  commonly' known  as 
Connecticut  Valley  Broadleaf  or  Connec¬ 
ticut  Broadleaf,  produced  primarily  in 
the  Valley  area  of  Connecticut; 

(5)  Type  52  tobacco,  that  type  of 
cigar-leaf  tobacco  commonly  known  as 
Connecticut  Valley  Havana  Seed,  or  Ha¬ 
vana  Seed  of  Connecticut  and  Massa¬ 
chusetts,  produced  primarily  in  the 
Connecticut  Valley  area  of  Massachu¬ 
setts  and  Connecticut; 

(6)  Type  53  tobacco,  that  type  of 
cigar-leaf  tobacco  commonly  known  as 
York  State  Tobacco,  or  Havana  Seed  of 
New  York  and  Pennsylvania,  produced 
principally  in  the  Big  Flats  section  of 
New  York,  extending  into  Pennsylvania 
and  in  the  Onondaga  section  of  New 
York  State; 

(7)  Type  54  tobacco,  that  type  of 
cigar-leaf  tobacco  commonly  known  as 
southern  Wisconsin  cigar-leaf  or  south¬ 
ern  Wisconsin  binder  type,  produced 
principally  south  and  east  of  the  Wis¬ 
consin  River;  or 

(8)  Type  55  tobacco,  that  type  of 
cigar-leaf  tobacco  commonly  known  as 
Northern  Wisconsin  cigar-leaf  or  North¬ 
ern  Wisconsin  binder  type,  produced 
principally  north  and  west  of  the  Wis¬ 
consin  River,  as  classified  in  service  and 
Regulatory  Announcement  No.  118  (Part 
30  of  this  title)  of  the  Bureau  of  Agri¬ 
cultural  Economics  of  the  United  States 
Department  of  Agriculture,  or  all  such 
types  of  tobacco  as  indicated  by  the  con¬ 
text.  Tobacco  which  has  the  same  char¬ 
acteristics  and  conesponding  qualities, 
colors,  and  lengths  shall  be  treated  as 
one  type,  regardless  of  any  factors  of 
historical  or  geographical  nature  which 
cannot  be  determined  by  an  examination 
of  the  tobacco.  The  term  “tobacco” 
shall  include  all  leaves  harvested,  includ¬ 
ing  trash. 

§  723.813  Extent  of  calculations  and 
rule  of  fractions.  All  acreage  allotments 
shall  be  rounded  to  the  nearest  one-hun¬ 
dredth  acre.  The  rule  of  fractions  will 
be  to  round  upward  fractions  of  more 
than  five  thousandths  and  to  round 
downward  fractions  of  five-thousandths 
or  less  (i.  e.,  0.0050  would  be  0.00  and 
0.0051  would  be  0.01). 

§  723.814  Instructions  and  forms. 
The  director.  Tobacco  Division  Commod¬ 
ity  Stabilization  Service,  shall  cause  to 
be  prepared  and  issued  such  forms  as 
are  necessary,  and  shall  cause  to  be  pre¬ 
pared  such  instructions  for  internal 


management  as  are  necessary  for  carry¬ 
ing  out  SS  723.811  to  723.828.  The  forms 
and  instructions  shall  be  approved  by, 
and  the  instructions  shall  be  issued  by, 
the  Deputy  Administrator  for  Production 
Adjustment,  Commodity  Stabilization 
Service. 

5  723.815  Applicability  of  %%  723.811 
to  723.828.  Sections  723.811  to  723.828 
govern  the  establishment  of  farm  acre¬ 
age  allotments  and  normal  yields  for 
tobacco  in  connection  with  farm  market¬ 
ing  quotas  for  the  marketing  year  be¬ 
ginning  October  1,  1957.  The  applica¬ 
bility  of  §§  723.811  to  723.828  is  contin¬ 
gent  upon  the  proclamation  of  a  national 
marketing  quota  for  tobacco  for  the 
three  marketing  years  beginning  October 
1,  1957,  by  the  Secretary  of  Agriculture 
and  approval  thereof  by  growers  voting 
in  a  referendum  pursuant  to  section  312 
of  the  Agricultural  Adjustment  Act  of 
1938,  as  amended. 

ACREAGE  ALLOTMENTS  AND  NORMAL  YIELDS 
FOR  OLD  FARMS 

§  723.816  Determination  of  1957,  pre~ 
liminary  acreage  allotments  for  old 
farms.  The  1957  preliminary  acreage 
allotment  for  an  old  tobacco  farm  shall 
be  the  1956  farm  acreage  allotment  with 
the  following  exceptions: 

(a)  If  the  harvested  acreage  (as  that 
term  is  explained  in  paragraph  (b)  of 
this  section)  of  tobacco  on  the  farm  in 
each  of  the  three  years  1954-56  was  less 
than  75  percent  of  the  farm  acreage  al¬ 
lotment  for  each  of  such  respective 
years,  the  preliminary  allotment  shall  be 
the  larger  of  (1)  the  largest  acreage  of 
tobacco  harvested  on  the  farm  in  any  one 
of  such  three  years,  or  (2)  the  average 
acreage  of  tobacco  harvested  on  the  farm 
in  the  five  years  1952-56:  Provided,  That 
any  1957  preliminary  allotment  shall  not 
exceed  the  1956  farm  acreage  allotment 
or  be  less  than  0.01  acre. 

(b)  For  the  purposes  of  paragraph  (a) 
of  this  section,  the  1956  harvested  acre¬ 
age  shall  include  any  acreage  on  the 
farm  applicable  to  tobacco  which  is  de¬ 
voted  in  1956  to  participation  in  the 
Acreage  Reserve  Program  or  the  Conser¬ 
vation  Reserve  Program.  Also,  for  such 
purposes,  the  1956  harvested  acreage 
shall  be  deemed  to  be  the  1956  farm 
acreage  allotment  in  any  case  in  which 
(1)  the  tobacco  planted  acreage  in  1956 
was  less  than  the  acreage  allotment  for 
such  farm,  (2)  the  owner  or  operator  of 
such  farm  notified  the  county  committee 
not  later  than  August  1,  1956,  that  he 
desired  to  preserve  such  allotment;  and 
(3)  no  quantity  of  excess  tobacco  pro¬ 
duced  on  the  farm  prior  to  January  1, 
1956,  and  carried  over  or  stored  to  post¬ 
pone  or  avoid  payment  of  penalty,  has 
been  reduced  because  the  1956  acreage 
allotment  was  not  fully  planted. 

(c)  If  the  county  and  State  commit¬ 
tees  determine  that  a  farm  has  been  re¬ 
tired  from  agricultural  production,  no 
1957  preliminary  acreage  allotment  (or 
1957  farm  tobacco  acreage  allotment) 
shall  be  determined  for  such  farm;  Pro¬ 
vided,  That  this  paragraph  shall  not 
preclude  the  determination  of  a  prelim¬ 
inary  acreage  allotment  for  an  old  farm 
returned  to  agricultural  production. 
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(d)  For  the  purpose  of  determinins 
1957  preliminary  acreage  allotments,  the 

1956  farm  acreage  allotment  shall  mean 
the  correctly  determined  1956  farm  acre¬ 
age  allotment  prior  to  reduction,  if  any, 
because  of  a  violation  of  the  tobacco 
marketing  quota  regulations  for  a  prior 
marketing  year,  except  that  the  1956 
farm  acreage  allotment  as  referred  to 
in  paragraphs  (a)  and  (b)  of  this  sec¬ 
tion  shall  mean  the  1956  allotment  after 
any  such  reduction. 

§  723.817  1957  old  farm  tobacco  acre¬ 
age  allotment.  The  preliminary  allot¬ 
ments  calculated  for  all  old  farms  in  the 
State  pursuant  to  §  723.816  shall  be  ad¬ 
justed  uniformly  so  that  the  total  of 
such  allotments  plus  the  acreage  avail¬ 
able  for  adjusting  acreage  allotments  for 
old  farms,  correction  of  errors,  and  for 
allotments  for  overlooked  old  farms  pur¬ 
suant  to  §  723.818  shall  not  exceed  the 
State  acreage  allotment. 

§  723.818  Adjustment  of  acreage  al¬ 
lotments  for  old  farms,  correction  of 
errors,  and  allotments  for  overlooked  old 
farms.  Notwithstanding  the  limitations 
contained  in  §  723.816,  the  individual 

1957  farm  acreage  allotment  heretofore 
established  for  an  old  farm  may  be  in¬ 
creased  if  the  county  committee  justifies 
such  increase  to  the  satisfaction  of  the 
State  committee  or  its  representative  as 
being  necessary  to  establish  an  allotment 
for  such  farm  which  is  fair  and  equitable 
in  relation  to  the  allotments  for  other 
old  farms  in  the  community,  on  the 
basis  of  the  past  acreage  of  tobacco, 
making  due  allowances  for  drought, 
flood,  hail,  other  abnormal  weather  con¬ 
ditions,  plant  bed,  and  other  diseases; 
land,  labor  and  equipment  available  for 
the  production  of  tobacco;  crop  rotation 
practices;  and  the  soil  and  other  physi¬ 
cal  factors  affecting  the  production  of 
tobacco.  The  acreage  available  in  the 
State  for  increasing  allotments  as  above 
described  under  this  section,  correction 
of  errors,  and  providing  acreage  allot¬ 
ments  for  overlooked  farms  shall  not 
exceed  one  percent  of  the  total  acreage 
allotted  to  all  tobacco  farms  in  the  State 
for  the  1956-57  marketing  year. 

§  723.819  Reduction  of  acreage  allot¬ 
ment  for  violation  of  the  marketing 
quota  regulations  for  a  prior  marketing 
year,  (a)  If  tobacco  was  marketed  or 
was  permitted  to  be  marketed  in  any 
marketing  year  as  having  been  produced 
on  the  acreage  allotment  for  any  farm 
which  in  fact  was  produced  on  a  different 
farm,  the  acreage  allotments  established 
for  both  such  farms  for  1957  shall  be 
reduced  as  hereinafter  provided,  except 
that  such  reduction  for  any  such  farm 
shall  not  be  made  if  the  county  commit¬ 
tee  determines  that  no  person  connected 
with  such  farm  caused,  aided,  or  acqui¬ 
esced  in  such  marketing. 

(b)  The  operator  of  the  farm  shall 
furnish  complete  and  accurate  proof  of 
the  disposition  of  all  tobacco  produced 
on  the  farm  at  such  time  and  in  such 
manner  as  will  insure  payment  of  the 
penalty  due  at  the  time  the  tobacco  is 
marketed  and  in  the  event  of  failure  for 
any  reason  to  furnish  such  proof,  the 
acreage  allotment  for  the  farm  shall  be 
reduced,  except  that  if  the  farm  oper¬ 


ator  established  to  the  satisfaction  of 
the  county  and  State  committees  that 
failure  to  furnish  such  proof  of  disposi¬ 
tion  was  unintentional  on  his  part  and 
that  he  could  not  reasonably  have  been 
expected  to  furnish  accurate  proof  of 
disposition,  reduction  of  the  allotment 
will  not  be  required  if  the  failure  to  fur¬ 
nish  proof  of  disposition  is  corrected  and 
payment  of  all  additional  penalty  is 
made. 

(c)  If  any  producer  files,  or  aids  or 
acquiesces  in  the  filing  of,  any  false  re¬ 
port  with  respect  to  the  acreage  of  to¬ 
bacco  grown  on  the  farm  in  1956,  the 
acreage  allotment  for  the  farm  shall  be 
reduced  as  provided  in  this  section,  ex¬ 
cept  that  if  each  producer  on  the  farm 
establishes  to  the  satisfaction  of  the 
county  and  State  committees  that  the 
filing  of,  or  aiding  or  acquiescing  in  the 
filing  of,  the  false  report  was  uninten¬ 
tional  on  his  part  and  that  he  could  not 
reasonably  have  been  expected  to  know 
that  the  report  was  false,  reduction  of 
the  allotment  will  not  be  required  if  tho 
report  is  corrected  and  payment  of  all 
additional  penalty  is  made. 

(d)  Any  such  reduction  shall  be  made 
with  respect  to  the  1957  farm  acreage 
allotment,  provided  it  can  be  made  no 
later  than  May  1,  1957.  If  the  reduction 
cannot  be  so  made  effective  with  respect 
to  the  1957  allotment,  such  reduction 
shall  be  made  with  respect  to  the  farm 
acreage  allotment  next  established  for 
the  farm  where  the  reduction  can  be 
made  no  later  than  a  corresponding  date 
to  be  specified  in  a  subsequent  year.  This 
section  shall  not  apply  if  the  allotment 
for  any  prior  year  was  reduced  on  ac¬ 
count  of  the  same  violation. 

(e)  The  amount  of  reduction  In  the 
1957  allotment  shall  be  that  percentage 
which  the  amount  of  tobacco  involved  in 
the  violation  is  of  the  respective  farm 
marketing  quota  for  the  farm  for  the 
year  in  which  the  violation  occurred. 
Where  the  amount  of  such  tobacco  in¬ 
volved  in  the  violation  equals  or  exceeds 
the  amount  of  the  farm  marketing  quota 
the  amount  of  reduction  shall  be  100  per¬ 
cent.  The  amount  of  tobacco  determined 
by  the  county  committee  to  have  been 
falsely  Identified  or  for  which  satisfactory 
proof  of  disposition  has  not  been  fur¬ 
nished,  or  with  respect  to  which  a  false 
acreage  report  was  filed,  shall  be  consid¬ 
ered  the  amount  of  tobacco  involved  in 
the  violation.  If  the  actual  production  of 
tobacco  on  the  farm  is  not  known,  the 
county  committee  shall  estimate  such 
actual  production,  taking  into  considera¬ 
tion  the  condition  of  the  tobacco  crop 
during  production,  if  known,  and  the 
actual  yield  per  acre  of  tobacco  on  other 
farms  in  the  locality  on  whicn  the  soil 
and  other  physical  factors  affecting  the 
production  of  tobacco  are  similar:  Pro¬ 
vided,  That  the  estimate  of  such  actual 
production  of  tobacco  on  the  farm  shall 
not  exceed  the  harvested  acreage  of 
tobacco  on  the  farm  multiplied  by  the 
average  actual  yield  on  farms  in  the 
locality  on  which  the  soil  and  other  phys¬ 
ical  factors  affecting  the  production  of 
tobacco  are  similar.  The  actual  sdeld  of 
tobacco  on  the  farm  as  so  estimated  by 
the  county  committee  multiplied  by  the 
farm  acreage  allotment  shall  be  consid¬ 


ered  the  farm  marketing  quota  for  the 
purposes  of  this  section.  In  determining 
the  amount  of  tobacco  for  which  satis¬ 
factory  proof  of  disposition  has  not  been 
shown  or  with  respect  to  which  a  false 
acreage  report  was  filed  in  case  the  actual 
production  of  tobacco  on  the  farm  is  not 
known,  the  amount  of  tobacco  involved 
in  the  violation  shall  be  deemed  to  be  the 
actual  production  of  tobacco  on  the 
farm,  estimated  as  above,  less  the  amount 
of  tobacco  for  which  satisfactory  proof  of 
disposition  has  been  shown. 

(f)  If  the  farm  involved  in  the  viola¬ 
tion  is  combined  with  another  farm  prior 
to  the  reduciton,  the  reduction  shall  be 
applied  to  that  portion  of  the  allotment 
for  which  a  reduction  is  required  under 
paragraph  (a),  (b)  or  (c)  of  this  section. 

(g)  If  the  farm  involved  in  the  viola¬ 
tion  has  been  divided  prior  to  the  reduc¬ 
tion,  the  reduction  shall  be  applied  to  the 
allotments  for  the  divided  farms  as  re¬ 
quired  under  paragraph  (a),  (b)  or  (c) 
of  this  section. 

§  723.820  Reallocation  of  allotments 
released  from  farms  removed  from  agri¬ 
cultural  production  or  shifted  from  pro¬ 
duction  of  cigar-filler  and  binder  (types 
42-55)  tobacco  to  production  of  shade- 
grown  cigar-leaf  (type  61)  wrapper  to¬ 
bacco.  (a)  The  allotment  determined 
or  which  would  have  been  determined 
for  any  land  which  is  removed  from  agri¬ 
cultural  production  for  any  purpose  be¬ 
cause  of  acquisition  by  any  Federal, 
State,  or  other  agency  having  a  right  of 
eminent  domaiii  shall  be  place  in  a  State 
pool  and  shall  be  available  to  the  State 
committee  for  use  in  providing  equitable 
allotments  for  farms  owned  or  purchased 
by  owners  displaced  because  of  acquisi¬ 
tion  of  their  farms  by  such  agencies. 
Upon  application  to  the  county  commit¬ 
tee,  within  five  years  from  the  date  of 
such  acquisition  of  the  farm,  any  owner 
so  displaced  shall  be  entitled  to  have  an 
allotment  for  any  other  farm  owned  or 
purchased  by  him  equal  to  an  allotment 
which  would  have  been  determined  for 
such  other  farm  plus  the  allotment 
which  would  have  been  determined  for 
the  farm  so  acquired;  Provided,  That 
such  allotment  shall  not  exceed  20  per¬ 
cent*  of  the  acreage  of  cropland  on  the 
farm.  The  provisions  of  this  paragraph 
shall  not  be  applicable  if  (1)  there  is  any 
marketing  quota  penalty  due  with  re¬ 
spect  to  the  marketing  of  tobacco  from 
the  farm  or  by  the  owner  of  the  farm  at 
the  time  of  its  acquisition  by  the  Federal, 
State,  or  other  agency;  (2)  any  tobacco 
produced  on  such  farm  has  not  been  ac¬ 
counted  for  as  required  by  the  Secretary ; 
or  (3)  the  allotment  next  to  be  estab¬ 
lished  for  the  farm  acquired  by  the  Fed¬ 
eral,  State,  or  other  agency  would  have 
been  reduced  because  of  false  or  im¬ 
proper  identification  of  tobacco  produced 
on  or  marketed  from  such  farm,  or  due 
to  a  false  acreage  report. 

(b)  The  allotment  determined  or 
which  would  have  been  determined  for 
any  land  which  has  been  used  for  the 
production  of  cigar-filler  and  binder 
(types  42-44,  51-55)  tobacco  but  which 
will  be  used  in  1957  for  the  production 
of  cigar  wrapper  (type  61)  tobacco  shall 
be  placed  in  a  State  pool  and  shall  be 
available  to  the  State  committee  to  es- 
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tablish  allotments  pursuant  to  §  723.826 
(b). 

§  723.821  Farms  divided  or  combined. 
(&)  If  land  operated  as  a  single  farm  in 
1956  will  be  operated  in  1957  as  two  or 
more  farms,  or  is  otherwise  required  un¬ 
der  the  definition  of  a  farm  to  be  divided 
for  1957,  the  1957  tobacco  acreage  allot¬ 
ment  determined  or  which  otherwise 
would  have  been  determined  for  the  en¬ 
tire  farm  shall  be  apportioned  among 
the  tracts  in  the  same  proportion  as  the 
acreage  of  cropland  available  for  the 
production  of  tobacco  in  each  such  tract 
in  1956  bore  to  the  total  number  of  acres 
of  cropland  available  for  the  production 
of  tobacco  on  the  entire  farm  in  such 
year,  except  that,  upon  recommendation 
of  the  county  committee  and  with  State 
committee  approval  and  agreement  of 
the  interested  parties  in  writing,  the  1957 
tobacco  acreage  allotment  determined  or 
which  otherwise  would  have  been  de¬ 
termined  for  the  entire  farm  may  be 
apportioned  among  the  tracts  (1)  in  the 
same  proportion  as  the  five-year  aver¬ 
age  acreage  of  tobacco  harvested  on  each 
such  tract  during  the  years  1952-56  bore 
to  the  five-year  average  acreage  of  to¬ 
bacco  harvested  on  the  entire  farm  dur¬ 
ing  1952-56  or  (2)  if  the  farm  to  be 
divided  in  1957  consists  of  two  or  more 
tracts  which  were  separate  and  dis¬ 
tinct  farms,  or  distinct  portions  of  such 
farms,  before  being  combined  for  1956, 
in  the  same  proportion  that  each  con¬ 
tributed  to  the  farm  acreage  allotment: 
Provided.  That  with  the  recommenda¬ 
tion  of  the  county  committee  and  ap¬ 
proval  of  the  State  committee  and  with 
the  written  agreement  of  all  Interested 
persons,  the  tobacco  acreage  allotment 
determined  for  a  tract  under  the  pro¬ 
visions  of  this  paragraph  may  be  in¬ 
creased  or  decreased  by  not  more  than 
the  larger  of  one-hundredth  acre  or  10 
percent  of  the  1957  acreage  allotment 
determined  for  the  entire  farm  with  cor¬ 
responding  increases  or  decreases  made 
in  the  acreage  allotment  apportioned 
to  the  other  tract  or  tracts. 

(b)  If  two  or  more  farms  operated 
separately  in  1956  are  combined  and  op¬ 
erated  in  1957  as  a  single  farm,  the  1957 
allotment  shall  be  the  sum  of  the  1957 
allotments  determined  for  each  of  the 
farms  comprising  the  combination. 

(c)  If  a  farm  is  to  be  divided  in  1957 
in  settling  an  estate  the  allotment  may 
be  divided  among  the  various  tracts  in 
accordance  with  paragraph  (a)  of  this 
section,  or  on  such  other  basis  as  the 
State  committee  determines  will  result  in 
equitable  farm  allotments. 

§  723.822  Determination  of  normal 
yields  for  old  farms.  The  county  com- 
I  mittee  will  determine  a  normal  yield  for 
I  each  farm  for  which  a  1957  tobacco 
I  acreage  allotment  was  established  by 
!  first  obtaining  the  average  of  the  two 
highest  yields  for  such  farms  in  the  three 
years  1951,  1953  and  1954,  or  if  tobacco 
was  grown  in  less  than  two  of  such  years 
the  yield  for  the  one  year  will  be  used 
in  lieu  of  the  average  yield  of  two  years. 
If  in  any  case  the  yield  so  obtained  ex¬ 
ceeds  125  percent  or  is  less  than  80  per¬ 
cent  of  the  county  check  yield  (to  be 
ascertained  as  hereafter  provided)  such 


yield  shall  be  adjusted  to  the  applicable 
percentage,  and  any  yield  may  be  also 
adjusted  for  drought,  flood  or  other  ab<* 
normal  conditions  affecting  the  yield,  but 
the  srield  so  adjusted  shall  not  exceed 
125  percent  or  be  less  than  80  percent 
of  the  county  check  yield.  If  the  total 
production  extension  for  all  farms  in  the 
county  in  1956  obtained  by  multiplsdng 
the  1956  acreage  allotment  for  each  farm 
by  the  yield  so  computed  for  such  farm 
varies  more  than  one  percent  from  the 
total  production  extension  obtained  by 
multiplying  the  coimty  check  yield  by 
the  total  of  all  allotted  tobacco  acreage 
in  the  county  for  1956,  the  yield  for  each 
farm  will  then  be  factored  to  the  extent 
required  to  eliminate  any  variance.  Sub¬ 
ject  to  the  approval  of  the  State  com¬ 
mittee,  the  yields  may  be  further  fac¬ 
tored  to  provide  a  yield  for  each  farm 
In  the  county  that  is  not  more  than  125 
percent  or  less  than  80  perecnt  of  the 
county  check  yield.  The  yield  for  the 
farm  thus  determined  shall  be  the  nor¬ 
mal  yield  for  the  farm:  Provided,  That 
If  the  farm  has  been  reconstituted  since 

1950,  the  normal  yield  for  such  farm 
shall  be  determined  by  the  county  com¬ 
mittee  by  appraisal  taking  into  con¬ 
sideration  available  yield  data  for  the 
land  involved  and  yields  established  as 
heretofore  provided  in  this  section  for 
similar  farms  in  the  community.  The 
county  check  yield  shall  be  determined 
by  the  Deputy  Administrator  on  the 
basis  of  the  average  of  the  two  highest 
yields  in  the  county  in  the  three  years 

1951,  1953  and  1954  adjusted  where  nec¬ 
essary  so  as  to  conform  with  and,  except 
for  factoring,  to  not  exceed  125  percent 
or  be  less  than  80  percent  of  the  State 
check  yield;  such  State  check  yield  to 
be  determined  by  the  Deputy  Adminis¬ 
trator  on  the  basis  of  the  average  of  the 
two  highest  yields  in  the  State  in  the 
three  years  1951,  1953  and  1954,  but  not 
to  exceed  125  percent  or  be  less  than  80 
percent  of  the  average  of  the  two  high 
year  averages  of  all  States  which  grow 
the  type  of  tobacco  indicated  in  each  of 
the  following  groups:  (a)  Types  51-52, 
(b)  Types  42-44,  and  (c)  Types  54 
and  55. 

ACREAGE  ALLOTMENTS  AND  NORMAL  YIELDS 
FOR  NEW  FARMS 

§  723.823  Determination  of  acreage 
allotments  for  new  farms,  (a)  The  acre¬ 
age  allotment,  other  than  an  allotment 
made  under  §  723.820,  for  a  new  farm 
shall  be  that  acreage  which  the  county 
committee  determines  is  fair  and  reason¬ 
able  for  the  farm  taking  into  considera¬ 
tion  the  past  tobacco  experience  of  the 
farm  operator;  the  land,  labor,  and 
equipment  available  for  the  production 
of  tobacco;  crop  rotation  practices;  and 
the  soil  and  other  physical  factors  affect¬ 
ing  the  production  of  tobacco:  Provided, 
That  the  acreage  allotment  so  deter¬ 
mined  shall  not  exceed  50  percent  of  the 
allotments  for  old  farms  which  are  sim- 
41ar  with  respect  to  land,  labor,  and 
equipment  available  for  the  production 
of  tobacco,  crop  rotation  practices,  and 
the  soil  and  other  physical  factors  af¬ 
fecting  the  production  of  tobacco. 

(b)  Notwithstanding  any  other  provi¬ 
sions  of  this  section,  a  tobacco  acreage 
allotment  shall  not  be  established  for  any 
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new  farm  unless  each  of  the  following 
conditions  has  been  met: 

(1)  The  farm  operator  shall  have  had 
experience  during  one  of  the  past  five 
years  in  the  kind  of  tobacco  for  which  an 
allotment  is  requested  and  such  experi¬ 
ence  shall  have  been  for  the  entire  crop 
year  beginning  with  the  preparation  of 
the  plant  bed  and  extending  through 
preparation  of  the  tobacco  for  market: 
Provided,  That  a  farm  operator  who  was 
in  the  armed  services  after  September  16, 
1940,  shall  be  deemed  to  have  met  the 
requirements  hereof  if  he  has  had  such 
experience  during  one  year  either  within 
the  five  years  immediately  prior  to  his 
entry  into  the  armed  services  or  within 
the  five  years  immediately  following  his 
discharge  from  the  armed  services  and 
if  he  files  an  application  for  an  allotment 
within  five  crop  years  from  date  of  dis¬ 
charge:  And  provided  further,  TTiat  pro¬ 
duction  of  tobacco  on  a  farm  in  1955  or 
1956  for  which  in  accordance  with  ap¬ 
plicable  law  and  regulations  no  1955  or 
1956  tobacco  acreage  allotment  respec¬ 
tively,  was  determined  shall  not  be 
deemed  such  experience  for  any 
producer. 

(2)  The  farm  operator  shall  live  on 
and  obtain  50  percent  or  more  of  his 
livelihood  from  the  farm  covered  by  the 
application. 

(3)  The  farm  covered  by  the  appli¬ 
cation  shall  be  the  only  farm  owned  or 
operated  by  the  farm  operator  for  which 
a  cigar-filler  and  binder  (types  42-44, 
51-65)  tobacco  allotment  is  established 
for  the  1957-58  marketing  year. 

(4)  The  farm  shall  be  operated  by  the 
owner  thereof. 

(5)  The  farm  or  any  portion  thereof 
shall  not  have  been  a  part  of  another 
farm  during  any  of  the  five  years  1952-56 
for  which  an  old  farm  tobacco  acreage 
allotment  was  determined,  except  that 
this  provision  shall  not  of  Itself  make 
a  farm  ineligible  for  a  new  farm  allot¬ 
ment  (i)  if  it  is  the  same  farm  or  a  por¬ 
tion  of  the  same  farm  for  which  an  old 
farm  allotment  was  cancelled  since  1951 
due  to  no  tobacco  being  produced  thereon 
for  five  years,  or  (ii)  if  it  was  a  portion 
of  an  old  farm  during  any  of  the  years 
1952-56  and  at  time  of  division  of  the 
farm  contained  cropland  bat  received  no 
part  of  the  allotment  due  (a)  to  division 
of  the  allotment  on  a  contribution  basis, 
or  (b)  to  agreement  and  approval  of  all 
Interested  parties  as  provided  in  the  sec¬ 
tion  of  these  regulations  governing  divi¬ 
sions  and  combinations  of  allotments. 

(c)  The  acreage  allotments  estab¬ 
lished  as  provided  in  this  section  shall 
be  subject  to  such  downward  adjustment 
as  is  necessary  to  bring  such  allotments 
in  line  with  the  total  acreage  available 
for  allotment  to  all  new  farms.  One  half 
of  one  percent  of  the  1957  national  mar¬ 
keting  quota  shall,  when  converted  to 
an  acreage  allotment  by  the  use  of  the 
national  average  yield,  be  available  for 
establishing  allotments  for  new  farms. 
The  national  average  yield  shall  be  the 
average  of  the  several  State  yields  used 
In  converting  the  State  marketing  quota 
Into  State  acreage  allotments. 

§  723.824  Time  for  filing  application. 
An  application  for  a  new  farm  allotment 
shall  be  filed  with  the  ASC  county  office 
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not  later  than  March  11,  1957,  unless 
the  farm  operator  was  discharged  from 
the  armed  services  subsequent  to  De« 
cember  31.  1956  in  which  case  such  ap« 
plication  shall  be  filed  within  a  reason¬ 
able  period  prior  to  planting  tobacco  on 
the  farm. 

§  723.825  Determination  of  normal 
yields  for  new  farms.  The  normal  yield 
for  a  new  farm  shall  be  that  yield  per 
acre  which  the  county  committee  de¬ 
termines  by  appraisal,  taking  into  con¬ 
sideration  available  yield  data  for  the 
land  involved  and  yields  established  as 
provided  in  §  723.822  for  similar  farms 
in  the  community. 

MISCELLANEOUS 

§  723.826  Determination  of  acreage 
allotments  and  normal  yields  for  farms 
returned  to  agricultural  production  or 
shifted  from  production  of  shade-grown 
cigar -leaf  {type  61)  wrapper  tobacco  to 
production  of  cigar-filler  and  binder 
(types  42-44,  51-55)  tobacco,  (a)  Not¬ 
withstanding  the  foregoing  provisions  of 
§§  723.811  to  723.825,  the  acreage  allot¬ 
ment  for  any  farm  which  was  acquired 
by  any  Federal,  State,  or  other  agency 
having  the  right  of  eminent  domain  for 
any  purpose  and  which  is  returned  to 
agricultural  production  in  1957  or  which 
was  returned  to  agricultural  production 
in  1956  too  late  'for  the  1956  allotment 
to  be  established,  shall  be  determined  by 
one  of  the  following  methods: 

(1)  If  the  land  is  acquired  by  the 

original  owner,  any  part  of  the  acreage 
allotment  which  was  or  could  have  been 
established  for  such  farm  prior  to  its 
retirement  from  agricultural  production 
which  remains  in  the  State  pool  (adjust¬ 
ed  to  reflect  the  uniform  increases  and 
decreases  in  comparable  old  farm  allot¬ 
ments  since  the  farm  was  acquired)  may 
be  established  as  the  1957  allotment  for 
such  farm  by  transfer  from  the  pool, 
and  if  any  part  of  the  allotment  for  such 
land  was  transferred  by  the  original 
owner  through  the  State  pool  to  another 
farm  now  owned  by  him,  such  owner 
may  elect  to  transfer  all  or  any  part  of 
such  allotment  (as  adjusted)  to  the  farm 
which  is  returned  to  agricultural  pro¬ 
duction.  tMite 

(2)  If  the  land  is  acquired  by  a  per¬ 
son  other  than  the  original  owner,  or  if 
all  of  the  allotment  was  transferred 
through  the  State  pools  to  another  farm 
and  the  original  owner  does  not  now 
own  the  farm  to  which  the  allotment  was 
transferred,  the  farm  returned  to  agri- 
cultiiral  production  shall  be  regarded  as 
a  new  farm. 

(b)  Notwithstanding  the  foregoing 
provisions  of  §§  723.811  to  723.825,  an 
allotment  may  be  established  by  the 
county  and  State  committees  for  a  farm 
which  in  1956  was  producing  shade- 
grown  cigar-leaf  (tsre  61)  wrapper  to¬ 
bacco  but  on  which  cigar-flller  and 
binder  (types  42-44,  51-55)  tobacco  will 
be  produced  in  1957.  The  acreage  used 
for  such  purpose  will  be  limited  to  that 
placed  in  the  State  pool  pursuant  to 
§  723.820  (b) .  Any  allotment  established 
pursuant  to  this  paragraph  shall,  to  the 
extent  of  available  acreage  in  such  pool, 
be  determined  by  the  county  and  State 
committees  so  as  to  be  fair  and  equit¬ 


able  in  relation  to  the  allotments  for 
other  old  farms  in  the  community,  on 
the  basis  of  the  past  acreage  of  tobacco, 
making  due  allowances  for  drought, 
flood,  hail,  other  abnormal  weather  con¬ 
ditions,  plant  bed,  and  other  diseases; 
land,  labor,  and  equipment  available  for 
the  production  of  tobacco ;  crop  rotation 
practices;  and  the  soil  and  other  physical 
factors  affecting  the  production  of  to¬ 
bacco.  Allotments  established  pursuant 
to  this  paragraph  are  eligible  for  con¬ 
sideration  for  adjustments  under 
§  723.818. 

(c)  The  normal  yield  for  any  such 
farm  under  paragraph  (a)  or  (b)  of  this 
section  shall  be  that  yield  per  acre  which 
the  county  committee  determines  by  ap¬ 
praisal,  taking  into  consideration  avail¬ 
able  yield  data  for  the  land  involved  and 
yields  established  as  provided  in 
§  723.822  for  similar  farms  in  the  com¬ 
munity. 

§  723.827  Approval  of  determinations 
made  under  §§  723.811  to  723.826,  and 
notices  of  farm  acreage  allotments,  (a) 
All  farm  acreage  allotments  and  yields 
shall  be  determined  by  the  county  com¬ 
mittee  of  the  county  in  which  the  farm 
is  located  and  shall  be  reviewed  by  or 
on  behalf  of  the  State  committee  and 
the  State  committee  may  revise  or  re¬ 
quire  revision  of  any  determinations 
made  under  §§  723.811  to  723.826.  All 
acreage  allotments  and  yields  shall  be 
approved  by  or  on  behalf  of  the  State 
committee  and  no  official  notice  of  acre¬ 
age  allotment  shall  be  mailed  to  a  grower 
until  such  allotment  has  been  approved 
by  or  on  behalf  of  the  State  committee. 

(b)  The  couhty  committee  shall  mail 
a  written  notice  of  the  farm  acreage  al¬ 
lotment  and  marketing  quota  to  the 
operator  of  each  farm  shown  by  the  rec¬ 
ords  of  the  county  committee  to  be  en¬ 
titled  to  such  allotment.  Insofar  as 
practical  all  allotment  notices  shall  be 
mailed  in  time  to  be  received  prior  to  the 
date  of  any  tobacco  marketing  quota 
referendum.  The  notice  to  the  operator 
of  the  farm  shall  constitute  notice  to  all 
persons  who  as  operator,  landlord,  ten¬ 
ant,  or  sharecropper  are  interested  in 
the  farm  for  which  the  allotment  is  es¬ 
tablished.  A  copy  of  such  notice,  con¬ 
taining  thereon  the  date  of  mailing,  shall 
be  kept  among  the  records  of  the  county 
committee,  and,  upon  request,  a  copy  of 
such  notice  certified  as  true  and  correct 
shall  be  furnjshed  without  charge  to  any 
person  interested  in  the  farm  in  respect 
to  which  the  allotment  is  established. 

(c)  If  the  records  of  the  county  com¬ 
mittee  indicate  that  the  allotment  es¬ 
tablished  for  any  farm  may  be  changed 
because  of  (1)  a  violation  of  the  market¬ 
ing  quota  regulations  for  a  prior  market¬ 
ing  year,  (2)  removal  of  the  farm  from 
agricultural  production,  (3)  division  of 
the  farm,  or  (4)  combination  of  the 
farm,  no  notice  of  such  allotment  shall 
be  mailed  until  the  proper  allotment  is 
determined  for  the  farm  by  the  county 
committee  with  the  approval  of  the  State 
committee:  Provided,  That  the  notice 
of  allotment  for  any  farm  shall,  insofar 
as  practicable,  be  mailed  no  later  than 
May  1, 1957. 

(d)  If  the  county  committee  deter¬ 
mines  with  the  approval  of  the  State 


committee  that  the  official  written  notice 
of  the  farm  acreage  allotment  issued  for 
any  farm  erroneously  stated  the  acreage 
allotment  to  >)e  larger  than  the  correct 
allotment,  and  the  county  committee  also 
determines  that  the  error  was  not  so 
gross  as  to  place  the  operator  on  notice 
thereof,  and  that  the  operator,  relying 
upon  such  notice  and  acting  in  good 
faith,  planted  an  acreage  of  tobacco  in 
excess  of  the  correct  farm  acreage  allot¬ 
ment,  the  acreage  allotment  shown  on 
the  erroneous  notice  shall  be  deemed  to 
be  the  tobacco  acreage  allotment  for  the 
farm  for  all  purposes  in  connection  with 
the  tobacco  marketing  quota  program 
for  the  1957-58  marketing  year,  provided 
the  acreage  of  tobacco  harvested  from 
the  farm  is  not  in  excess  of  the  acreage 
shown  on  the  erroneous  notice.  In  the 
event  the  acreage  of  tobacco  harvested 
exceeds  the  farm  acreage  allotment 
shown  on  the  erroneous  notice,  the  acre¬ 
age  allotment  for  the  farm  as  correctly 
determined  and  shown  on  a  revised 
notice  of  farm  acreage  allotment  and 
marketing  quota  shall  be  the  tobacco 
acreage  allotment  for  the  farm  for  all 
purposes  in  connection  with  the  tobacco 
marketing  quota  program  for  the  1957-58 
marketing  year. 

§  723.828  Application  for  review. 
Any  producer  who  is  dissatisfied  with 
the  farm  acreage  allotment  and  market¬ 
ing  quota  established  for  his  farm  may, 
within  fifteen  days  after  mailing  of  the 
official  notice  of  the  farm  acreage  allot¬ 
ment  and  marketing  quota,  file  applica¬ 
tion  in  writing  with  the  ASC  county 
office  to  have  such  allotment  reviewed 
by  a  review  committee.  The  procedures 
governing  the  review  of  farm  acreage 
allotments  and  marketing  quotas  are 
contained  in  the  regulations  issued  by 
the  Secretary  (Part  711  of  this  chapter) 
which  are  available  at  the  office  of  the 
ASC  county  office. 

Note:  The  record  keeping  and  reporting 
requirements  of  these  regulations  have  been 
approved  by  and  subsequent  reporting  re¬ 
quirements  will  be  subject  to  the  approval 
of  the  Bureau  of  the  Budget  In  accordance 
with  the  Federal  Reports  Act  of  1942. 

Done  at  Washington,  D.  C.,  this  18th 
day  of  September  1956.  Witness  my 
hand  and  seal  of  the  Department  of 
Agriculture. 

[SEAL]  True  D.  Morse, 

Acting  Secretary  of  Agriculture. 

[P.  R.  Doc.  56-7630;  Filed.  Sept.  21,  1956: 

8:48  a.  m.] 


Chapter  VIII — Commodity  Stabiliza¬ 
tion  Service  (Sugar)  Department  of 
Agriculture 

Subchapter  B — Sugar  Requirements  and  Quo. as 
[Sugar  Reg.  811,  Arndt.  5] 

Part  811 — Continental  Sugar  Require¬ 
ments  AND  Area  Quotas 

PRORATION  OF  DEFICITS  IN  QUOTA  OF  "FULL- 
DUTY”  countries  AND  INCREASE  IN 
DIRECT-CONSUMPTION  PRORATION  TO 
PUERTO  RICO 

Basis  and  purpose.  This  amendment, 
issued  pursuant  to  the  Sugar  Act  of  1948. 
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as  amended,  hereinafter  referred  to  as 
the  “act”,  is  made  for  the  purposes  of 
(1)  prorating  among  foreign  countries 
other  than  Cuba  and  the  Republic  of  the 
Philippines,  pursuant  to  sections  204  (b) 
and  411  of  the  act,  that  part  of  the  basic 
quota  for  all  such  foreign  countries  which 
will  not  be  filled  as  originally  prorated, 
and  (2)  increasing  the  portion  of  the 
1956  sugar  quota  for  Puerto  Rico  that 
may  be  filled  by  direct-consumption 
sugar,  pursuant  to  sections  207  (b)  of 
the  act,  and  in  accordance  with  the  in¬ 
crease  in  such  1956  quota  established 
in  Sugar  Regulation  811,  Amendment  4 
(21  F.  R.  6009) . 

In  order  to  afford  adequate  oppor¬ 
tunity  to  ship  the  sugar  as  authorized 
by  this  amendment,  it  is  essential  that 
the  revised  prorations  be  made  effective 
immediately.  Therefore,  it  is  hereby 
found  that  compliance  with  the  notice, 
procedure,  and  effective  date  require¬ 
ments  of  the  Administrative  Procedure 
Act  is  unnecessary,  impracticable  and 
contrary  to  the  public  interest  and  the 
amendment  herein  made  shall  become 
effective  on  the  date  of  its  publication  in 
the  Federal  Register. 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  Agriculture  by  the  Sugar 
Act  of  1948,  as  amended  (61  Stat.  922, 
65  Stat.  318,  7  U.  S.  C.  1100,  PubUc  Law 
545,  84th  Coi^ress),  and  the  Adminis¬ 
trative  Procedure  Act  (60  Stat.  237), 
§§  811.84  and  811.85  of  Sugar  Regula¬ 
tion  811,  as  amended  (20  F.  R.  9848;  21 
P.  R.  2805,  4653,  5709,  6009) ,  are  further 
amended  to  read  as  hereinafter  set  forth. 

1.  Section  811.84  (a)  is  amended  to 
read  as  follows: 

§  811.84  Proration  of  quotas  for  for¬ 
eign  countries  other  than  Cuba  and  the 
Republic  of  the  Philippines — (a)  Pro¬ 
rations  and  apportionment  of  deficits. 
Pursuant  to  section  202  (c)  of  the  Act 
the  1956  quota  for  foreign  countries  other 
than  Cuba  and  the  Republic  of  the  Phil¬ 
ippines  is  prorated;  pursuant  to  section 
204  (b)  it  is  found  that  El  Salvador 
and  Nicaragua  are  unable  to  utilize  their 
prorations  of  such  quota  in  the  respec¬ 
tive  quantities  of  4,141  and  3,293  short 
tons,  raw  value,  and  such  deficits  are 
apportioned;  and  pursuant  to  section  411 
adjustments  are  made  and  the  following 
adjusted  prorations  are  established: 

Prorations  as  adjusted 
Country:  short  tons,  raw  value 


Dominican  Republic _ 35,008 

El  Salvador _  _ _ 

Haiti _ _ _  3, 388 

Mexico _  14,  616 

Nicaragua _ _  4, 630 

Peru _  69. 305 

Unspecified  countries _  6, 144 


Total _  122,890 


2.  Paragraph  (a)  of  §  811.85  is  amend¬ 
ed  to  read  as  follows: 

§  811.85  Direct-consumption  portion 
of  quota  or  prorations — (a)  Domestio 
areas.  Pursuant  to  subsections  (a),  (b) 
and  (c)  of  section  207  of  the  act  the 
quotas  established  in  §  811.81  for  offshore 
domestic  areas  may  be  filled  by  direct- 
consumption  sugar  not  exceeding  the  fol¬ 
lowing  quantity  for  each  such  areas: 


Short  tons, 


Area:  raw  value 

Hawaii _  69, 616 

Puerto  Rico _  127,638 

Virgin  Islands _ 0 


Of  the  quantity  for  Puerto  Rico  which 
may  be  filled  by  direct-consumption 
sugar,  125,033  short  tons,  raw  value,  may 
be  filled  only  by  sugar  principally  of 
crystalline  structure. 

statement  of  bases  and  considerations 

This  apportionment  of  deficits  in  pro-- 
rations  and  the  adjusted  prorations 
herein  established  have  been  made  in  ac¬ 
cordance  with  the  provisions  of  section 
204  (b)  of  the  act  which  provides  that 
whenever  the  Secretary  finds  that  any 
country  will  be  unable  tc  fill  the  prora¬ 
tion  to  such  country  of  the  quota  for  for¬ 
eign  countries  other  than  Cuba  and  the 
Republic  of  the  Philippines  established 
under  section  202  (c)  he  may  apportion 
such  unfilled  amount  on  such  basis  and 
to  such  countries  as  he  determines  is  re¬ 
quired  to  fill  such  proration. 

El  Salvador  has  informed  the  Depart¬ 
ment  that  it  will  not  utilize  any  of  its 
proration  of  the  “full  duty”  quota, 
amounting  to  4,141  short  tons,  raw  value, 
nor  has  any  sugar  been  entered  from  this 
country  since  1949. 

Nicaragua  has  informed  the  Depart¬ 
ment  that  it  will  be  able  to  supply  only 
direct-consumption  sugar.  This  coun¬ 
try  thus  can  utilize  only  4,530  short  tons, 
raw  value,  of  its  proration  of  7,823  short 
tons,  raw  value,  leaving  a  deficit  of  3,293 
short  tons,  raw  value. 

All  other  countries  receiving  specific 
prorations  have  either  filled  their  quota 
by  September  1  or  indicated  their  inten¬ 
tion  and  ability  to  do  so  by  December  31. 

The  deficit  occurs  with  respect  to 
countries  which  are  not  members  of  the 
International  Sugar  Agreement.  Inas¬ 
much  as  the  proration  effected  by  previ¬ 
ous  orders  limited  the  prorations  to  all 
specified  non-member  countries  to  a  to¬ 
tal  of  63,835  tons,  the  prorations  to  mem¬ 
ber  countries  already  have  been  increased 
by  quantities  larger  than  would  result 
from  proportional  participation  in  the 
deficit  now  declared.  Accordingly,  the 
entire  deficit  must  be  apportioned  within 
the  non-member  group  and,  therefore, 
is  assigned  to  Peru  as  the  only  specified 
country  in  the  group  which  can  supply 
additional  sugar.  In  view  of  the  limi¬ 
tations  imposed  by  section  411  of  the 
act,  section  204  (c)  is  inapplicable  with 
respect  to  the  prorations  originally  made 
to  El  Salvador  and  Nicaragua. 

Section  207  (h)  of  the  act  provides 
that  not  more  than  126,033  short  tons, 
raw  value,  of  the  quota  for  Puerto  Rico 
for  any  calendar  year  may  be  filled  by 
direct-consumption  sugar  which  shall  be 
principally  of  crystalline  structure,  plus 
an  amount  equal  to  the  same  percent¬ 
age  of  126,033  short  tons,  raw  value,  that 
the  increase  in  the  quota  for  Puerto  Rico 
under  section  202  is  of  1,080,000  short 
tons,  raw  value,  which  latter  amount  may 
be  ^ed  by  direct-consumption  sugar 
whether  or  not  principally  of  crystalline 
structure.  Under  section  202  of  the  act, 
the  quota  for  Puerto  Rico  has  been  in- 
crea;^  from  1,080,000  short  tons,  raw 
value,  to  1,093,750  short  tons,  raw  value 


(21 F  R.  6009) .  Accordingly,  this  amend¬ 
ment  increases  the  direct-consumption 
portion  of  the  quota  for  Puerto  Rico  by 
1,605  short  tons,  raw  value,  and  provi¬ 
sion  is  made  for  this  additional  quan¬ 
tity  to  be  brought  in  as  sugar  principally 
of  either  crystalline  or  non-crystalline 
structure. 

(Sec.  403,  61  stat.  932;  7  U,  S.  C.  1153.  Inter¬ 
pret  or  apply  sees.  202,  204;  61  Stat.  924,  as 
amended,  925,  as  amended;  7  U.  S.  C.  1112, 
1114) 

Done  at  Washington,  D.  C.,  this  18th 
day  of  September,  1956. 

[seal]  True  D.  Morse, 

Acting  Secretary. 

[F.  R.  Dec.  56-7632;  Filed,  Sept.  21,  1956; 
8:49  a.  m.] 


[Sugar  Reg.  814.15,  Arndt.  2] 

[Sugar  Reg.  814.16,  Arndt.  1] 

Part  814 — Allotment  of  Sugar  Quotas 

QUOTAS  AND  DIRECT  CONSUMPTION  PORTION 
PUERTO  RICO,  1956 

Basts  and  purpose.  These  amendments 
are  issued  under  section  205  (a)  of  the 
Sugar  Act  of  1948,  as  amended  (herein¬ 
after  called  the  “Act”),  for  the  purpose 
of  amending  Sugar  Regulations  814.15, 
as  amended,  and  814.16  (20  F.  R.  9901; 
21  F.  R.  105,  5819)  which  established  al¬ 
lotments  of  the  1956  mainland  quota  for 
Puerto  Rico  totaling  1,080,000  short  tons, 
raw  value,  and  established  allotments  of 
the  direct-consumption  portion  of  the 
quota  amounting  to  126.033  short  tons, 
raw  value.  These  amendments  are  nec¬ 
essary  to  allot  the  increase  in  mainland 
quota  for  the  area  established  by  Sugar 
Regulation  811,  Amendment  4  (21  F.  R. 
6009) ,  to  allot  the  increase  in  the  direct- 
consumption  portion  of  the  mainland 
quota  established  by  Sugar  Regulation 
811,  Amendment  5,^  and  to  allot  to  the 
specified  allottees,  as  provided  for  in 
§  814.16,  50  short  tons,  raw  value,  of  the 
200  tons  of  the  direct-consumption  por¬ 
tion  of  the  mainland  quota  allotted  in 
S  814.16  to  “All  other  persons”. 

Omission  of  recommended  decision 
and  effective  date.  On  the  basis  of  the 
record  of  the  reopened  hearing  held  in 
this  proceeding  it  is  found  and  deter¬ 
mined  that  a  delay  in  the  issuance  of  the 
allotments  would  be  a  detriment  to  or¬ 
derly  marketing  of  the  additional  quan¬ 
tity  of  sugar  to  be  allotted  and  thus  the 
orders  should  be  issued  at  the  earliest 
possible  date  (R.  45) .  It  is  hereby  found 
that  due  and  timely  execution  of  the 
functions  imposed  upon  the  Secretary 
under  the  act  imperatively  and  unavoid¬ 
ably  requires  omission  of  a  recommended 
decision  in  this  proceeding  and  that  com¬ 
pliance  with  the  30-day  effective  date 
requirement  of  the'  Administrative  Pro¬ 
cedure  Act  (60  Stat.  237),  is  impracti¬ 
cable  and  contrary  to  the  public  interest 
and,  consequently,  this  order  shall  be 
effective  when  published  in  the  Federal 
Register.  To  the  extent  that  findings 
and  conclusions  proposed  by  interested 


»See  P.  R.  Doc.  66-7632,  Part  811  of  this 
chapter,  supra. 
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persons  are  Inconsistent  with  the  find¬ 
ings  and  conclusions  contained  herein, 
the  specific  or  implied  requests  to  make 
such  findings  and  reach  such  conclusions 
are  denied  on  the  basis  of  the  facts  foimd 
and  stated  in  connection  with  the  con¬ 
clusions  herein  set  forth. 

Preliminary  statement.  Pursuant  to 
the  applicable  rules  of  practice  and  pro¬ 
cedure  (7  CFR  801.1  et.  seq.),  the  1956 
mainland  quota  of  1,080,000  short  tons, 
raw  value,  and  the  direct-consumption 
portion  thereof  amounting  to  126,033 
short  tons,  raw  value,  for  Puerto  Rico  as 
established  by  Sugar  Regulation  811  (20 
F.  R.  9848)  and  the  local  quota  of  100,000 
short  tons,  raw  value,  for  Puerto  Rico  as 
established  in  Sugar  Regulation  812  (20 
P.  R.  9850)  were  allotted  in  Sugar  Regu¬ 
lation  814.15,  Amendment  1  (21  F.  R. 
5819)  and  814.16  (20  F.  R.  9901;  21  F.  R. 
105).  The  act  was  amended  by  Public 
Law  545,  84th  Congress,  approved  May 
29,  1956,  which  provided,  among  other 
things,  for  Increases  in  the  mainland 
and  direct-consumption  quotas  for 
Puerto  Rico  above  the  previously  fixed 
levels  when  total  sugar  requirements  ex¬ 
ceed  8,650,000  short  tons,  raws  value. 
In  accordance  therewith,  the  1956  main¬ 
land  quota  for  Puerto  Rico  was  increased 
by  13,750  short  tons,  raw  value,  to  total 
1,093,750  short  tons,  raw  value,  by  Sugar 
Regulation  811,  Amendment  4,  and  the 
1956  direct-consumption  portion  of  the 
quota  for  Puerto  Rico  was  increased  by 
1,605  short  tons,  raw  value,  to  total  127, 
638  by  Sugar  Regulation  811,  Amend¬ 
ment  5. 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended  (21  F.  R.  4251), 
a  notice  was  issued  August  21,  1956  (21 
P,  R.  6277),  reopening  the  hearing  in 
this  proceeding  in  Room  2W,  Adminis¬ 
tration  Building  of  the  Department  at 
9:30  a.  m.,  e.  d.  s.  t.,  on  August  31,  1956, 
to  permit  presentation  of  evidence  re- 


To  deal  with  cases  of  succession  of 
Interest  in  allotments,  which  require  re¬ 
view  of  facts  not  available  in  the  record, 
the  Government  witness  proposed  that 
provision  be  made  for  dealing  with  any 
succession  in  interest  in  allotments  with¬ 
out  further  notice  or  hearing  (R.  44) . 

No  exceptions  were  taken  to  the  pro¬ 
posals  made  either  in  testimony  or  briefs. 

Findings  and  conclusions.  In  addi¬ 
tion  to  the  findings  and  conclusions 
made  in  S.  R.  814.15,  Amendment  1 
thereto,  and  814.16,  and  on  the  basis  of 
the  recofd  of  the  hearing  (including  the 
reopened  portion) ,  I  hereby  further  find 
and  conclude  that  in  regard  to: 

A.  Allotment  of  mainland  and  local 
quotas.  (1)  Allotting  any  1956  mainland 
and  local  quota  established  for  Puerto 
Rico  in  the  same  manner  as  provided 
for  the  distribution  of  1,080,000  short 
tons,  raw  value,  of  mainland  quota  and 
100,000  short  tons,  raw  value,  of  local 
quota,  in  S.  R.  814.15,  Amendment  1,  is 
fair,  efficient  and  equitable  and  meets 
the  requirements  of  section  205  (a)  of 
the  act. 

(2)  This  order  shall  be  revised  with¬ 
out  further  notice  or  hearing  to  adjust 
allotments  to  take  account  of  any  change 
in  the  quota  due  to  actions  pursuant  to 
sections  201  and  202  (a)  of  the  act,  on 
the  same  basis  as  the  mainland  and 
local  quotas  were  allotted  in  Sugar  Reg¬ 
ulation  814.15,  Amendment  1. 

(3)  In  order  that  appropriate  and 
proper  utilization  of  allotments  may  be 
made,  it  is  necessary  that  the  allotment 
order  provide  that  the  Director  of  the 
Sugar  Division,  Commodity  Stabilization 
Service,  may  permit  marketings  of  sugar 
for  local  consumption  in  Puerto  Rico 
and  bringing  sugar  into  the  continental 
United  States  for  consumption  therein 
by  one  allottee,  or  other  person,  within 
the  allotment  or  portion  thereof  estab¬ 
lished  for  another  allottee,  upon  receipt 


United  States  for  consumption  therein  by 
one  allottee,  or  other  person,  within  the 
allotment  or  portion  thereof  established 
for  another  allottee,  upon  receipt  of  evi¬ 
dence  satisfactory  to  him  of  a  merger, 
consolidation,  transfer  of  sugar  process¬ 
ing  facilities  or  other  action  of  similar 
effect  upon  the  allottees  or  persons  in¬ 
volved,  and  upon  relinquishment  by  one 
of  the  allottees  of  all  or  a  portion  of  its 
allotment. 

(4)  The  finding  heretofore  made  to 
reserve  200  short  tons,  raw  value,  of  the 
direct-consumption  portion  of  the  main¬ 
land  quota,  finding  B  (8)  <20  F.  R.  9901), 
is  revised  to  read;  A  small  part  of  the 
direct-consumption  portion  of  the  main¬ 
land  quota  is  normally  marketed  in  the 
continental  United  States  as  raw  sugar 
for  direct  consumption.  One  hundred 
and  fifty  short  tons,  raw  value,  should 
be  reserved  for  this  purpose. 

Order.  Pursuant  to  the  authority 
vested  in  the  Secretary  of  Agriculture  by 
section  205  (a)  of  the  act:  It  is  hereby 
ordered.  That  §  814.15,  as  amended,  be 
further  amended  by  amending  para¬ 
graph  (a)  and  adding  a  paragraph  (f), 
and  that  §  814.16  be  amended  by  amend¬ 
ing  paragraph  (a)  and  by  adding  a  sub- 
paragraph  (3)  to  paragraph  (b)  and  a 
new  paragraph  (c).  The  amended  and 
added  paragraphs  shall  read  as  follows: 

§  814.15  Allotment  of  1956  sugar 
quotas  for  Puerto  Rico — (a)  Allotments. 
The  1956  sugar  quota  for  Puerto  Rico  for 
consumption  in  the  continental  United 
States  (including  raw  sugar  to  be  fur¬ 
ther  processed  and  marketed  within  the 
direct-consumption  portion  of  such 
quota)  and  the  1956  sugar  quota  for 
local  consumption  in  Puerto  Rico  are 
hereby  allotted  to  the  following  proces¬ 
sors  in  quantities  which  appear  in  col¬ 
umns  (1)  and  (2)  opposite  their  respec¬ 
tive  names: 


lating  to  the  allotment  of  the  increase  in 
quota  for  Puerto  Rico  established  by 
Sugar  Regulation  811,  Amendment  4,  or 
any  subsequent  change  arising  from. ac¬ 
tions  taken  pursuant  to  sections  201  and 
202  of  the  act,  as  amended.  The  re¬ 
opened  hearing  was  held  at  the  place  and 
time  specified  in  the  notice. 

Basis  for  findings  and  conclusions.  In 
the  reopened  hearing  the  Government 
witness  proposed  that  (1)  the  increase  of 
13,750  short  tons,  raw  value,  in  the  1956 
mainland  sugar  quota  for  Puerto  Rico  be 
allotted  in  the  same  manner  used  in  de¬ 
termining  local  and  mainland  allotments 
as  established  in  S.  R.  814.15,  Amend¬ 
ment  1,  and  (2)  the  increase  of  1,605 
short  tons,  raw  value,  in  the  portion  of 
the  quota  for  Puerto  Rico  which  may  be 
filled  by  direct-consumption  sugar  be 
allotted  in  the  same  manner  used  in 
determining  allotments  established  in 
S.  R.  814.16  (R.  42.  46)  and  (3)  any  fur¬ 
ther  increases  or  decreases  in  the  main¬ 
land  quota,  the  direct-consumption 
portion  thereof,  or  the  local  quota,  also 
be  allotted  by  the  method  appli^  in 
allotting  1,080,000  short  tons,  raw  value, 
126,033  short  tons,  raw  value,  and  100,000 
short  tons,  raw  value,  respectively,  in 
S.  R.  814.15,  Amendment  1  and  8.  R. 
814.16,  without  further  notice  or  hearing. 


of  evidence  satisfactory  to  him  of  a  merg¬ 
er,  consolidation,  transfer  of  sugar  pro¬ 
cessing  facilities  or  other  action  of  simi¬ 
lar  effect  upon  the  allottees  or  persons 
involved,  and  upon  relinquishment  by 
one  of  the  allottees  of  all  or  a  portion  of 
its  allotment. 

B.  Allotment  of  direct-consumption 
portion  of  the  mainland  quota.  (1)  Al¬ 
lotting  any  direct-consumption  portion 
of  the  1956  quota  established  for  Puerto 
Rico  in  the  same  manner  as  provided  for 
the  distribution  of  126,033  short  tons, 
raw  value,  in  S.  R.  814.16  is  fair,  efficient 
and  equitable  and  meets  the  require¬ 
ments  of  section  205  (a)  of  the  act. 

(2)  This  order  shall  be  revised  without 
further  notice  of  hearing  to  adjust  al¬ 
lotments  to  take  account  of  any  change 
in  the  direct-consumption  portion  of  the 
1956  quota  for  Puerto  Rico  due  to  actions 
pursuant  to  secs.  201  and  202  (a)  of  the 
Act,  on  the  same  basis  as  the  126,033 
short  tons,  raw  value,  was  alloted  in 
Sugar  Regulation  814.16. 

(3)  In  order  that  appropriate  and 
proper  utilization  of  allotments  may  be 
msuie,  it  is  necessary  that  the  allotment 
order  provide  that  the  Director  of  the 
Sugar  Division,  Commodity  Stabilization 
Service,  may  permit  bringing  direct-con¬ 
sumption  sugar  into  the  continental 


Antonio  Roig,  Sucesores,  S.  en  0 _ 

Asociacion  Azucarera  Cooperatlva.. 
Central  Aguirre  Sugar  Co.,  a  trust.. 

Central  Coloso,  Inc . 

Central  Eureka,  Inc . 

Central  Quamanl,  Inc . 

Central  Igualdad,  Inc . 

Central  Juanita,  Inc . 

Central  Mercedlta,  Inc . ..... 

Central  Monserrate,  Inc . . 

Central  San  Francisco . . 

Central  San  Vicente,  Inc . 

Compania  Azucarera  del  Camuy, 

Inc . . 

Compania  Azucarera  del  Toa . 

Cooperatlva  Azucarera  Los  Canos.. 
Eastern  Sugar  Associates,  a  trust.... 

Fajardo  Sugar  Company . 

Land  Authority  of  Puerto  Rico . 

Mario  Mercado  e  Hljos . . 

Mayaguez  Sugar  Co.,  Inc . 

Plata  Sugar  Company... . . 

Boiler  Sugar  Company . 

Bo.  Porto  Rico  Sugar  Co.  of  Puerto 

Rico . . . 

All  other  persona . . . 


Main¬ 

land 

allot¬ 

Local 

ment 

allot¬ 

(short 

ment 

tons) 

(1) 

(2) 

28,303 

32,888 

21,608 

111,  412 

1,600 

14, 564 
31,980 
40,802 
108,013 
'110,790 
77,331 
32, 017 
8,666 
63,083 
13,048 


Total .  1,093,750 
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(f)  Transfer  of  allotments.  The  Di¬ 
rector  of  the  Sugar  Division,  Commodity 
Stabilization  Service,  of  the  Department, 
may,  consistent  with  the  provisions  of 
the  Act,  permit  marketing  of  sugar  for 
local  consumption  in  Puerto  Rico  and 
bringing  sugar  into  the  continental 
United  States  for  consumption  therein 
by  one  allottee,  or  other  person,  within 
the  allotment  or  portion  thereof  estab¬ 
lished  for  another  allottee  upon  receipt 
of  evidence  satisfactory  to  him  of  a 
merger,  consolidation,  transfer  of  sugar¬ 
processing  facilities,  or  other  action  of 
similar  effect  upon  the  allottees  or’ per¬ 
sons  involved,  and  upon  relinquishment 
by  one  of  the  allottees  of  all  or  a  portion 
of  its  allotment. 

§  814.16  Allotment  of  the  direcUcon- 
sumption  portion  of  1956  sugar  quota  for 
Puerto  Rico — (a)  Allotments.  The  di¬ 
rect-consumption  portion  of  the  1956 
sugar  quota  for  Puerto  Rico,  amounting 
to  127,638  short  tons,  raw  value,  is  hereby 
allotted  as  follows: 

Direct-consump¬ 
tion  allotment 
short  tons. 

Allottee:  raw  value 

Central  Aguirre  Sugar  Co.,  a  trust  6, 629 
Central  Roig  Refining  Company..  19, 782 

Central  San  Francisco _  1,271 

Porto  Rican  American  Sugar  Ref., 

Inc _ _ _  79. 626 

Western  Sugar  Refining  Co _  20, 180 

AU  other  persons  (raw  sugar  only)  150 

Total _ 127,638 

(b)  •  •  • 

(3)  During  the  calendar  year  1956  no 
person  shall  bring  into  the  continental 
United  States  direct-consumption  sugar 
from  Puerto  Rico  which  is  principally 
not  of  crystalline  structure  after  1,605 
short  tons,  raw  value,  of  such  sugar  has 
been  brought  in  within  the  allotments 
established  in  paragraph  (a)  of  this  sec¬ 
tion. 

(c)  Transfer  of  allotments.  The  Di¬ 
rector  of  the  Sugar  Division,  Commodity 
Stabilization  Service,  of  the  Department, 
may,  consistent  with  the  provisions  of 
the  act,  permit  bringing  direct-consump¬ 
tion  sugar  into  the  continental  United 
States  for  consumption  therein  by  one 
allottee,  or  other  person,  within  the  al¬ 
lotment  or  portion  thereof  established 
for  another  allottee  upon  receipt  of  evi¬ 
dence  satisfactory  to  him  of  a  merger, 
consolidation,  transfer  of  sugar-process¬ 
ing  facilities,  or  other  action  of  similar 
effect  upon  the  allottees  or  persons  in¬ 
volved,  and  upon  relinquishment  by  one 
of  the  allottees  of  all  or  a  portion  of 
its  allotment. 

(Sec.  403.  61  Stat.  932;  7  U.  S.  C.  1153.  Inter¬ 
pret  or  apply  secs.  205,  209,  61  Stat.  926, 
928;  7  U.  S.  C.  1115,  1119) 

Issued  at  Washington,  D.  C.,  this  18th 
day  of  September,  1956. 

[SEAL]  True  D.  Morse, 

Acting  Secretary 

IP.  R.  Doc.  66-7631;  Filed.  Sept.  21,  1966^ 
8:48  a.  m.] 


Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

[Valencia  Orange  Reg.  87]  _ 

Part  922 — ^VALEi^aA  Oranges  Grown  in 
Arizona  and  Designated  Part  of  Cali¬ 
fornia 

limitation  of  handling 

§  922.387  Valencia  Orange  Regulation 
67 — (a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement  and  Order  No.  22, 
as  amended  (7  CFR  Part  922;  21  F.  R. 
4392),  regulating  the  handling  of  Va¬ 
lencia  oranges  grown  in  Arizona  and 
designated  part  of  California,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (7  U.  S.  C.  601  et 
seq.;  68  Stat.  906,  1047),  and  upon  the 
basis  of  the  recommendations  and  in¬ 
formation  submitted  by  the  Valencia 
Orange  Administrative  Committee,  es¬ 
tablished  under  the  said  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  Valencia  oranges,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de¬ 
clared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary^  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section 
is  based  became  available  and  the  time 
when  this  section  must  become  effec¬ 
tive  in  order  to  effectuate  the  declared 
policy  of  the  act  is  insufficient,  and  a 
reasonable  time  is  permitted,  under  the 
circumstances,  for  preparation  for  such 
effective  time;  and  good  cause  exists  for 
making  the  provisions  hereof  effective 
as  hereinafter  set  forth.  The  Valencia 
Orange  Administrative  Committee  held 
an  open  meeting  on  September  20,  1956, 
after  giving  due  notice  thereof,  to  con¬ 
sider  supply  and  market  conditions  for 
Valencia  oranges  and  the  need  for  regu¬ 
lation;  interested  persons  were  afforded 
an  opportunity  to  submit  information 
and  views  at  this  meeting;  the  recom¬ 
mendation  and  supporting  information 
for  regulation  during  the  period  speci¬ 
fied  herein  was  promptly  submitted  to 
the  Department  after  such  meeting  was 
held;  the  provisions  of  this  section, 
including  its  effective  time,  are  identical 
with  the  aforesaid  recommendation  of 
the  committee,  and  information  con¬ 
cerning  such  provisions  and  effective 
time  has  been  disseminated  among^  han¬ 
dlers  of  such  Valencia  oranges;  it  is 
necessary,  in  order  to  effectuate  the  de- 
declared  policy  of  the  act,  to  make  this 
section  effective  during  the  period  herein 
specified ;  and  compliance  with  this  sec¬ 
tion  will  not  require  any  special  prep¬ 
aration  on  the  part  of  persons  subject 
thereto  which  cannot  be  completed  on 
or  before  the  effective  date  hereof. 

(b)  Order.  (1)  The  quantity  of 
Valencia  oranges  grown  in  Arizona  and 


designated  part  of  California  which  may 
be  handled  during  the  period  beginning 
at  12 :01  a.  m.,  P.  s.  t.,  September  23. 1956, 
and  ending  at  12:01  a.  m.,  P.  s.  t.,  Sep¬ 
tember  30,  1956,  Is  hereby  fixed  as  fol¬ 
lows: 

(1)  District  1:  Unlimited  movement; 

(ii)  District  2:  877,800  cartons; 

(iii)  District  3:  Unlimited  movement. 

(2)  All  Valencia  oranges  handled  dur¬ 
ing  the  period  specified  in  this  section  are 
subject  also  to  all  applicable  size  restric¬ 
tions  which  are  in  effect  pursuant  to  this 
part  during  such  period. 

(3)  As  used.in  this  sectionr‘*Siandled,” 
“handler,”  “District  1,”  “District  2,” 
“District  3,”  and  “carton”  have  the  same 
meaning  as  when  used  in  said  marke1;ing 
agreement  and  order,  as  amended. 

(Sec.  6,  49  stat.  753,  as  amended;  7  U.  S.  C. 
608c) 

Dated:  September  21, 1956. 

[seal]  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Division,  Agricultural  Mar¬ 
keting  Service. 

[F.  R.  Doc.  56-7733;  Plied,  Sept.  21,  1956; 

11:20  a.  m.] 


[Lemon  Reg.  660] 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

limitation  of  shipments 

§  953.767  Lemon  Regulation  660 — (a) 
Findings.  (1)  Pursuant  to  the  market¬ 
ing  agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR  Fart  953 ;  20 
F.  R.  8451;  21  F.  R.  4393) ,  regulating  the 
handling  of  lemons  grown  in  the  State 
of  California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree¬ 
ment  Act  of  1937,  as  amended  (7  U.  S.  C. 
601  et  seq.;  68  Stat.  906,  1047),  and  upon 
the  basis  of  the  recommendation  and 
information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  the  quantity  of 
such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  effec¬ 
tuate  the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub¬ 
lic  interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  t^e  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  act  is  insufficient,  and  a  reasonable 
time  is  permitted,  under  the  circum¬ 
stances,  for  preparation  for  such  effective 
time;  and  good  cause  exists  for  making 
the  provisions  hereof  effective  as  herein¬ 
after  set  forth.  Shipments  of  lemons, 
grown  in  the  State  of  California  or  in 
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the  State  of  Arizona,  are  currently  sub¬ 
ject  to  regulation .  pursuant  to  said 
amended  marketing  agreement  and  or¬ 
der;  the  recommendation  and  supporting 
information  for  regulation  during  the 
period  specified  herein  was  promptly 
submitted  to  the  Department  after  an 
open  meeting  of  the  Lemon  Administra¬ 
tive  Committee  on  September  19,  1956, 
such  meeting  was  held,  after  giving  due 
notice  thereof  to  consider  recommenda¬ 
tions  for  regulation,  and  interested  per¬ 
sons  were  afforded  an  opportunity  to  sub¬ 
mit  their  views  at  this  meeting;  the 
provisions  of  this  section.  Including  its 
effective  time,  are  identical  with  the 
aforesaid  recommendation  of  the  com¬ 
mittee,  and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
lemons;  it  is  necessary,  in  order  to  effec¬ 
tuate  the  declared  policy  of  the  act,  to 
make  this  section  effective  during  the 
period  hereinafter  specified;  and  com¬ 
pliance  with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  thereto  which  cannot  bo 
completed  by  the  effective  time  thereof. 

(b)  Order.  (1)  The  quantity  of 
lemons  grown  in  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t.,  September  23,  1956, 
and  ending  at  12:01  a.  m.,  P.  s.  t.,  Sep¬ 
tember  30,  1956,  is  hereby  fixed  as  fol¬ 
lows: 

(1)  District  1:  Unlimited  movement; 

(ii)  District  2:  186,000  cartons; 

(iii)  District  3:  Unlimited  movement. 

(2)  As  used  in  this  section,  “handled,” 
“District  1,”  “District  2.”  “District  3,” 
and  “carton”  have  the  same  meaning  as 
when  used  in  the  said  amended  market¬ 
ing  agreement  and  order. 

(Sec.  5,  49  Stat.  753,  as  amended;  7  U.  S.  C. 
608c) 

Dated:  September  20,  1956.  ' 

[seal!  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Division,  Agricultural  Mar~ 
keting  Service. 

[F.  R.  Doc.  56-7709;  Filed,  Sept.  21,  1956; 

8:56  a.  m.] 

TITLE  14— CIVIL  AVIATION 

Chapter  II— Civil  Aeronautics  Admin¬ 
istration,  Department  of  Commerce 

[Arndt.  8] 

Part  610 — ^Minimum  En  Route  IFR 

Altitudes 

MISCELLANEOUS  AMENDMENTS 

The  minimum  en  route  IFR  altitudes 
appearing  hereinafter  have  been  coordi¬ 
nated  with  interested  members  of  the 
industry  in  the  regions  concerned  insofar 
as  practicable.  The  altitudes  are  adopt¬ 
ed  without  delay  in  order  to  provide  for 
safety  in  air  commerce.  Compliance 
with  the  notice,  procedures,  and  effective 
date  provisions  of  section  4  of  the  Ad¬ 
ministrative  Procedure  Act  would  be  im¬ 
practicable  and  contrary  to  the  public 
interest,  and  therefore  is  not  required. 

Part  610  is  amended  as  follows:  (Listed 
items  to  be  placed  in  appropriate  se¬ 
quence  in  the  sections  indicated). 


Section  610.202  Red  Civil  Airway  2  is 
amended  to  read  in  part: 

Prom  UcroBS  INT,  Wyo.;  to  Wright  INT, 
Wyo.;  MEA  7,000. 

Section  610.237  Red  Civil  Airway  37  is 
amended  to  read  in  part: 

Prom  Roanoke,  Va.  LFR;  to  Lynchburg,  Va. 
LPR;  MEA  5,000. 

Prom  Goodes  INT,  Va.;  to  Lynchburg,  Va. 
LFR.  eastbound  only;  MEA  8,000. 

Section  610.246  Red  Civil  Airway  46  is 
amended  to  read  in  part: 

From  U.  S.-Canadlan  Border;  to  Minot, 
N.  D.  LFR;  MEA  4,000. 

Section  610.261  Red  Civil  Airway  61  is 
amended  to  read  in  part: 

Prom  Butler,  Pa.  LP/RBN;  to  *New  Alex¬ 
andria,  Pa..  LF/RBN;  MEA  3,000.  •4,000— 

MCA  New  Alexandria  LF/RBN,  eastbound. 

Section  610.268  Red  Civil  Airway  68  is 
amended  by  adding: 

Prom  Duncanville,  Tex.,  LF/RBN;  to  Tyler, 
Tex.,  LFR;  MEA  2,000. 

Section  610.287  Red  Civil  Airway  87  is 
amended  to  read  in  part: 

Prom  100  miles  W  of  Port  Allen,  T.  H., 
LFR;  to  ’Port  Allen.  T.  H.,  LPR;  MEA  7,000. 
•7,000 — MCA  Port  Allen  LFR,  westbound. 

Section  610.287  Red  Civil  Airway  87  is 
amended  by  adding: 

Prom  Makal  INT,  T.  H.;  to  •Honolulu,  T.  H. 
LFR;  MEA  2,000.  •6,000— MCA  Honolulu 

LFR,  eastbound. 

From  Kuku  Point  INT,  T.  H.  to  Hilo,  T.  H. 
LFR;  northbound,  MEA  3,000;  southbound, 
MEA  4,000. 

Section  610.605  Blue  Civil  Airway  5  is 
amended  to  read  in  part: 

From  Ardmore,  Okla.,  LP/RBN;  to  South 
Side  INT,  Okla.;  MEA  2,700. 

Section  610.611  Blue  Civil  Airway  11  is 
amended  to  read  in  part: 

Prom  Erie,  Pa.,  LPR;  to  Dunkirk,  N.  Y. 
LF/RBN;  MEA  2,500. 

Section  610.626  Blue  Civil  Airway  26  is 
amended  to  read  in  part:  • 

Prom  •Nenana,  Alaska,  LPR;  to  Nenabank 
INT,  Alaska;  MEA  2,600.  •6,000— MCA 

Nenana  LFR,  southbound. 

Section  610.648  Blue  Civil  Airway  48 
is  amended  to  read  in  part: 

Prom  Gulfstream  INT,  Pla.;  to  Cutler  INT, 
Pla.;  MEA  1,100. 

Prom  Cutler  INT,  Fla.;  to  Miami,  Pla.  LFR; 
MEA  1,200. 

Section  610.654  Blue  Civil  Airway  54 
is  amended  to  read  in  part: 

Prom  Evergreen,  Calif.,  LP/RBN;  to  San 
Francisco,  Calif.  LFR;  MEA  3,000. 

Section  610.100*1  Direct  Routes,  U.  S. 
is  amended  by  adding: 

Prom  Marengo  INT,  Wash.,  to  'Pine  City, 
Wash.  LF/RBN;  MEA  5,000. 

^  From  McChord,  Wash.,  LFR;  to  Rolling  Bay 
INT,  Wash.;  MEA  2,600. 

From  Olympia,  Wash.,  VOR;  to  Seattle, 
Wash.  VOR;  MEA  3,000. 

•  Prom  Salinas,  Calif.,  VOR;  to  Monterey, 
Calif.  LF/RBN;  MEA  4,000. 

Section  610.6001  VOR  Civil  Airway  1 
is  amended  by  adding: 

Prom  Idlewlld,  N.  Y.,  VOR;  to  New  Rochelle 
INT,  N.  Y.;  MEA  1,600. 


Prom  New  Rochelle  INT,  N.  Y.;  to  Wilton, 
Conn.,  VOR;  MEA  2,000. 

Section  610.6002  VOR  Civil  Airway  2_ 
Is  amended  to  read  in  part: 

Prom  Helena,  Mont.,  VOR;  to  Bozeman, 
Mont.  VOR;  MEA  11,000. 

Section  610.6003  VOR  Civil  Airway  3 
is  amended  to  read  in  part: 

Prom  Jacksonville,  Pla.,  VOR;  via  W  alter.; 
to  Callahan  INT.  Fla.;  via  W  alter.;  MEA  1,200. 

Prom  Callahan  INT,  Fla.  via  W  alter.;  to 
Brunswick,  Ga.,  VOR  via  W  alter.;  MEA 
•1,300.  •1,200— MCXJA. 

Frqin  Savannah,  Ga.,  VOR;  to  •Burton 
INT,  S.  C.;  MEA  1,400.  •5,500— MRA. 

Prom  Bvirton  INT,  S.  C.;  to  •Adams  Run 
INT,  S.  C.;  MEA  1,400.  •2,000— MRA. 

Prom  Adams  Run  INT,  S.  C,;  to  Charles¬ 
ton.  S.  C.,  VOR;  MEA  1,400. 

Section  610.6004  VOR  Civil  Airway  4 
is  amended  by  adding: 

From  Thurman,  Colo.,  VOR;  to  Goodland, 
Kans.,  VOR;  MEA  5,800. 

Section  610.6005  VOR  Civil  Airway  5 
is  amended  to  read  in  part: 

Prom  Belle  Glade  INT,  Pla.;  to  •Dixie 
Ranch  INT,  Fla.;  MEA  ••10,000.  ^4,000— 

MRA.  •  •  1,300— MOCA. 

Prom  Jacksonville,  Fla.,  VOR  to  Polkston 
INT.  Ga.;  MEA  1,300. 

From  Polkston  INT,  Ga.;  to  •Waycross  INT, 
Ga.;  MEA  1,600.  •1,800— MRA. 

Prom  Waycross  INT,  Ga.;  to  Alma,  Ga., 
VOR;  MEA  1,600. 

Section  610.6006  VOR  Civil  Airway  6 
is  amended  to  delete : 

Prom  Selinsgrove,  Pa.,  VOR;  to  Allentown, 
Pa..  VOR;  MEA  3,600. 

From  Allentown,  Pa.,  VOR;  to  Belle  Mead 
INT,  N.  J.;  MEA  2,500. 

Prom  Belle  Mead  INT,  N.  J.;  to  New 
Brunswick  INT,  N.  J.;  MEA  2,000. 

Prom  New  Brunswick  INT,  N.  J.;  to  Colts 
Neck,  N.  J.,  VOR;  MEA  1,500. 

Prom  Rock  River,  Wyo.,  VOR;  to  Cheyenne, 
Wyo.,  VOR.  via  N  alter.;  MEA  10,600. 

Prom  •Cheyenne,  Wyo.,  VOR;  to  Sidney, 
Nebr.,  VOR,  via  N  alter.;  MEA  7,300.  •S.OOO— 
MCA  Cheyenne  VOR,  westbound. 

Section  610.6006  VOR  Civil  Airway  6 
is  amended  by  adding: 

From  Selinsgrove,  Pa.,  VOR;  to  Allentown, 
Pa..  VOR;  MEA  4,000. 

Prom  Allentown,  Pa.,  VOR;  to  Amboy  INT, 
N.  J.;  MEA  2,500. 

Prom  Rock  River,  Wyo.,  VOR;  to  Bushnell 
INT,  Wyo.;  MEA  10,600. 

Prom  Biishnell  INT,  Wyo.;  to  Sidney,  Nebr. 
VOR;  MEA  7,300. 

Section  610.6008  VOR  Civil  Airway  8 
is  amended  to  delete: 

Prom  Denver,  Colo.,  VOR,  via  N  alter.;  to 
Akron,  Colo.  VOR.  via  N  alter.;  MEA  6,600. 

Section  610.6008  VOR  Civil  Airway  8 
is  amended  by  adding: 

Prom  Denver,  Colo.,  VOR,  via  N  alter,;  to 
Imperial,  Nebr.,  VOR,  via  N  alter.;  MEA  9,000. 

Section  610.6010  VOR  Civil  Airway  10 
is  amended  to  read  in  part: 

From  Dodge  City,  Kans.,  VOR,  via  N  alter.; 
to  Great  Bend  INT,  KANS,,  via  N  alter.;  MEA 
•4,500.  •a.eoo— MOCA.  • 

From  Great  Bend  INT,  Kans.,  via  N  alter.; 
to  Sterling  INT,  Kans.,  via  N  alter.;  MEA 
•4,600.  •S.SOO— MOCA. 

From  Sterling  INT,  Kans.,  via  N  alter.;  to 
Hutchinson,  Kans.,  VOR,  via  N  alter.,  north- 
westbound;  MEA  4,000.  Southeast  bound; 
MEA  3,000. 
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From  Selinsgrove,  Pa.,  VOR;  to  Strouds¬ 
burg,  Pa.,  VOR;  MEA  4,000. 

Section  610.6011  VOR  Civil  Airway  11 
Is  amended  to  delete: 

From  Memphis,  Tenn.,  VOR,  via  W  alter.; 
to  Dyersburg,  Tenn.,  VOR,  via  W  alter.;  MEA 
2,300. 

Section  610.6012  VOR  Civil  Airway  12 
is  amended  to  delete; 

Terre  Haute,  Ind.,  VOR,  via  N  alter,;  to 
Indianapolis,  Ind.,  VOR,  via  N  alter.;  MEA 
2,200. 

Section  610.6012  VOR  Civil  Airway  12 
is  amended  by  adding: 

From  Winslow,  Ariz.,  VOR;  to  Zunl,  N. 
Mex.,  VOR;  MEA  10,000. 

Section  610.6015  VOR  Civil  Airway  15 
is  amended  to  read  in  part: 

From  Dallas,  Tex.,  VOR;  to  Prosper  INT, 
Tex.;  MEA  *2,100.  *1,900— MOCA. 

From  Prosper  INT,  Tex.;  to  Ardmore,  Okla., 
VOR;  MEA  2,200. 

From  Waco,  Tex.,  VOR;  to  De  Soto  INT, 
Tex.;  MEA  2,000. 

From  De  Soto  INT,  Tex.;  to  Fair  Park  INT, 
Tex.;  MEA  *2,600,  *2,000— MOCA. 

From  Fair  Park  INT,  Tex.;  to  Dallas,  Tex., 
VOR;  MEA  2,000. 

From  Sioux  City,  Iowa,  VOR,  via  E  alter.; 
to  Sioux  Falls,  S.  D.,  VOR,  via  E  alter.;  MEA 
3,400. 

Section  610.6016  VOR  Civil  Airway  16 
is  amended  to  read  in  part: 

From  Abilene,  Tex.,  VOR,  via  N  alter.;  to 
Breckenridge  INT,  Tex.,  via  N  alter.;  MEA 
•3,500.  *3,100— MOCA. 

From  Breckenridge  INT,  Tex.,  via  N  alter.; 
to  Mineral  Wells,  Tex.,  VOR,  via  N  alter.;  MEA 
*3,500.  *3,000— MOCA. 

From  Little  Elm  INT,  Tex.,  via  N  alter.;  to 
•McKinney  INT,  Tex.,  via  N  alter.;  MEA 
*♦4,300.  *4,300— MRA.  *  *2,100— MOCA. 

Section  610.6017  VOR  Citil  Airway  17 
is  amended  to  read  in  part: 

From  Waco,  Tex.,  VOR,  via  W  alter.;  to 
•Mill  INT,  Tex.,  via  W  alter.;  MEA  **3,500. 
*3,500— MRA.  **2,500— MOCA. 

From  Mill  INT,  Tex.,  via  W  alter.;  to  Min¬ 
eral  Wells,  Tex.,  VOR,  via  W  alter.;  MEA 
*3,500.  *2,400— MOCA. 

From  Mineral  Wells,  Tex.,  VOR,  via  W 
alter.;  to  Ft.  Worth,  Tex.,  VOR,  via  W  alter.; 
MEA  2,500. 

Section  610.6017  VOR  Civil  Airway  17 
is  amended  by  adding: 

From  San  Antonio,  Tex.,  VOR;  to  Adstin, 
Tex.,  VOR;  MEA  2,600. 

Section  610.6023  VOR  Civil  Airway  23 
is  amended  to  read  in  part: 

From  Sacramento,  Calif.,  VOR;  to  *Grimes 
INT,  CaUf.;  MEA  2,000.  *4,000— MCA  Grimes 

INT,  northbound. 

From  Grimes  INT,  Calif.;  to  Red  Bluff, 
Calif.,. VOR;  MEA  4,000. 

Section  610.6027  VOR  Civil  Airway  27  is 
amended  by  adding: 

From  Camarillo,  Calif.,  LFR;  to  Santa  Bar¬ 
bara,  Calif.,  VOR;  MEA  6,000. 

Section  610.6030  VOR  Civil  Airway  50 
is  amended  to  delete: 

From  Selinsgrove,  Pa..  VOR;  to  Allentown, 
Pa.,  VOR;  MEA  8,500. 

Section  610.6030  VOR  Civil  Airway  50 
is  amended  to  read  in  part: 

From  Wellington,  Ohio,  VAR;  to  Fairlawn 
INT,  Ohio;  MEA  2,500. 
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TTom  Failawn  S7T,  Ohio;  to  Youngstown, 
Ohio,  VOR;  MEA  2,500. 

Section  610.6030  VOR  Civil  Airway  50 
is  amended  by  adding: 

From  Selinsgrove,  Pa.,  VOR;  to  ‘B.  Texas 
INT,  Pa.;  MEA  ••  10,000.  *10,000— MRA. 

••4,000— MOCA. 

From  E.  Texas  INT,  Pa.;  to  Ringoes  INT, 
N.  J.;  MEA  *6,000.  *2,600— MOCA. 

From  Ringoes  INT,  N.  J.;  to  Colts  Neck, 
N.  J.,  VOR;  MEA  2,000. 

From  Colts  Neck,  N.  J..  VOR;  to  Red  Bank 
INT,  N.  J.;  MEA  2,000. 

Section  610.6033  VOR  Civil  Aairw^  33 
is  amended  to  read  in  part: 

From  Bradford,  Pa.,  VOR;  to  Buffalo,  N.  Y., 
VOR;  MEA  4,500. 

Section  610.6037  VOR  Civil  Airway  37 
is  amended  to  read  in  part: 

From  Turnpike  INT,  Pa.;  to  *Hadley  INT, 
Pa.;  MEA  **4,000.  *4,000— MRA.  **3,000— 

MOCA. 

From  Hadley  INT,  Pa.;  to  Meadville  INT, 
Pa.;  MEA  *4,000.  *3,000— MOCA. 

From  Meadville  INT,  Pa.;  to  Erie,  Pa.,  VOR; 
MEA  3,000. 

Section  610.6047  VOR  Civil  Airway  47 
is  amended  to  read  in  part: 

From  Cincinnati,  Ohio,  VOR;  to  Dayton, 
Ohio,  VOR;  MEA  3,000. 

From  Hamilton  INT,  Ohio;  to  Cincinnati, 
Ohio,  VOR,  southbound  only;  MEA  2,300. 

From  Cincinnati,  Ohio,  VOR,  via  W  alter; 
to  Dayton,  Ohio,  VOR,  via  W  alter;  MEA 
2,500. 

Section  610.6051  VOR  Civil  Airway  51 
is  amended  to  read  in  part: 

From  Jacksonville,  Fla.,  VOR;  to  Folkston 
INT,  Ga.;  MEA  1,300. 

From  Folkston  INT,  Ga.;  to  *Waycross  INT, 
Ga.;  MEA  1,600.  *1,800— MRA. 

From  Waycross  INT,  Ga.;  to  Alma,  Ga., 
VOR;  MEA  1,600. 

Section  610.6053  VOR  Civil  Airway  53 
is  amended  to  read  in  part: 

From  Tri-City,  Tenn.,  VOR;  to  Hilton  INT, 
Va,:  MEA  5,500. 

From  Hilton  INT,  Va.;  to  Daley  INT,  Ky.; 
MEA  6,200. 

From  *Daley  INT,  Ky.;  to  Lexington,  Ky., 
VOR;  MEA  3,500.  *6,000— MCA  Daley  INT, 

southeast-bound. 

Section  610.6055  VOR  Civil  Airway  55 
is  amended  to  read  in  part: 

From  Dayton,  Ohio,  VOR,  via  W  alter,;  to 
•Dawn  INT,  Ohio,  via  W  alter.;  MEA  2,200. 
*8,500— MRA. 

From  Dawn'INT,  Ohio,  via  W  alter.;  to  Ft. 
Wayne,  Ind.,  VOR,  via  W  alter.;  MEA  2,200. 

Section  610.6073  VOR  Civil  Airway  73 
is  amended  to  read  in  part: 

From  Tulsa,  Okla.,  VOR;  to  Pawhuska  INT, 
Okla.;  MEA  2,200. 

Prom  Pawhuska  INT,  Okla.;  to  *Cambridge 
INT,  Kans.;  MEA  3,000.  *3,000— MRA. 

Section  610.6077  VOR  Civil  Airway  77 
Is  amended  to  read  in  part: 

From  Wichita  Falls,  Tex.,  VOR,  via  E  alter.; 
to  Bray  INT,  Okla.,  vis  E  alter.;  MEA  *2,800. 
*2,500— MOCA. 

Section  610,6091  VOR  Civil  Airway  91 
is  amended  to  read  in  part: 

From  Albany,  N.  Y.,  VOR:  to  Keesville  INT, 
N.  Y.;  MEA  6,000. 

Prom  *Keosville  INT,  N.  Y.;  to  Platts- 
burg,  N.  Y.,  VOR:  MEA  8,000.  *4,000— MCA 
Eeesville  INT,  southbound. 


Prom  Glens  Palls  INT,  N.  Y.;  to  Albany, 
N.  Y.,  VOR,  southbound  only;  MEA  3,000. 

Section  610.6093  VOR  Civil  Airway  93 
is  amended  by  adding: 

Prom  Eddy  INT,  N.  Y.;  to  Albany,  N.  Y., 
VOR;  MEA  5,500. 

Section  610.6097  VOR  Civil  Airway  97 
is  amended  to  read  in  part: 

Prom  Cross  City,  Fla.,  VOR,  via  E  alter.;  to 
Lobster  INT,  Fla.,  via  E  alter.;  MEA  *2,000. 
*1,600— MOCA. 

Prom  Lobster  INT,  Fla.,  via  E.  alter.;  to 
Tallahassee,  Fla.,  VOR,  via  E  alter.;  MEA 
1,500. 

Prom  La  Crosse,  Wis.,  VOR;  to  *Wabasha 
INT,  Wis.;  MEA  2,600.  *3,000— MRA. 

Prom  Wabasha  INT,  Wis.;  to  Diamond  Bluff 
INT,  Wis.;  MEA  2,600. 

Section  610.6107  VOR  Civil  Airway  107 
is  amended  to  read  in  part: 

From  Coalinga,  Calif.,  VOR;  to  *  Oakland, 
Calif.,  VOR:  MEA  7,000.  *2,500— MCA  Oak¬ 
land  VOR,  southeastbound. 

From  Oakland.  Calif.,  VOR;  to  *Geyserville 
INT,  Calif.;  MEA  6,000.  *8,500— MRA. 

From  Geyserville  INT,  Calif.;  to  Uklah, 
Calif.,  VOR;  MEA  6,000. 

Section  610.6114  VOR  Civil  Airway  114 
is  amended  to  read  in  part: 

From  Clayton  INT,  Tex.;  to  Dalhart,  Tex., 
VOR,  northbound,  MEA  *10,000;  southbound, 
MEA  *7,200.  *6,200— MOCA. 

Section  610.6123  VOR  Civil  Airway  123 
is  added  to  read: 

Prom  Woodstown,  N.  J.,  VOR;  to  Echelon 
INT,  N.  J.;  MEA  1,500. 

Prom  Echelon  INT,  N.  J.;  to  Highstown 
INT,  N.  J.;  MEA  *2,500.  *1,500— MOCA. 

From  Highstown  INT,  N.  J.;  to  Walling 
INT,  N.  J.;  MEA  *3,500.  *1,500— MOCA. 

From  Walling  INT,  N.  J.;  to  Coney  Island 
INT,  N.  Y.;  MEA  *2,500.  *1,500— MOCA. 

From  Coney  Island  INT,  N.  Y.;  to  La  Guar- 
dla,  N.  Y.,  ILS  loc.;  MEA  1,500. 

From  La  Guardia,  N.  Y.,  ILS  loc.;  to  New 
Rochelle  INT.  N.  Y.;  MEA  1,500. 

From  New  Rochelle  INT,  N.  Y.;  to  Wilton, 
Conn.,  VOR;  MEA  2,000. 

Section  610.6128  VOR  Civil  Airway 
128  is  amended  by  adding : 

Prom  Cincinnati,  Ohio,  VOR;  to  York,  Ky., 
VOR;  MEA  2,500. 

Section  610.6132  VOR  Civil  Airway 
132  is  amended  to  read  in  part: 

From  Goodland,  Kansr,  VOR;  to  Great  Bend 
INT,  Kans.;  MEA  *8,600.  *5,000— MOCA. 

Section  610.6137  VOR  Civil  Airway 
137  is  amended  to  read  in  part: 

Prom  *  Palmdale,  Calif.,  VOR;  to  Victory 
INT,  Calif.,  northwestbound,  MEA  10,000; 
southeastbound.  MEA  6,000.  *11,000 — MCA 

Palmdale  VOR,  southeastbound.  *8,000 — 
MCA  Palmdale  VOR,  northwestbound. 

Prom  Victory  INT,  Calif.;  to  White  Oaks 
INT,  Calif.;  MEA  10,000. 

'  Prom  Coalinga,  Calif.,  VOR;  to  Benito  INT, 
Calif.;  MEA  *8,500.  *7,500— MOCA. 

Prom  Benito  INT,  Calif.;  to  Salinas,  Calif., 
VOR;  MEA  6,000. 

Section  610.6138  VOR  Civil  Airway  138 
is  amended  to  read: 

Prom  Rock  River,  Wyo.,  WOR;  to  Cheyenne, 
Wyo.,  VOR;  MEA  10,500. 

Prom  •Cheyenne,  Wyo.,  VOR;  to  Sidney, 
Nebr„  VOR;  MEA  7,300.  *8,500— MCA  Chey¬ 

enne  VOR,  westboxmd. 

From  Rock  River,  V/yo.,  VOR,  via  N  alter.; 
to  Cheyenne,  Wyo.,  VOR,  via  N  alter.;  MEA 
10,500. 
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From  Cheyenne,  Wyo.,  VOR,  via  S  alter.;  to 
Sidney,  Nebr.,  VOR,  via  S  alter.;  MEA  7,800. 

Section  610.6144  VOR  Civil  Airtoay  144 
is  amended  to  read  in  part: 

From  Mansfield,  Ohio,  VOR;  to  ‘Briar  Hill 
INT,  Ohio;  MEA  2,600.  ‘4,000— MRA. 

From  Briar  Hill  INT,  Ohio;  to  Baltic  INT, 
Ohio;  MEA  2,500. 

From  Baltic  INT,  Ohio;  to  ‘Moorefleld 
INT,  Ohio;  MEA  “3,000.  ‘8,000— MRA. 

‘  ‘2,500— MOCA. 

Section  610.6148  VOR  Civil  Airway  148 
is  amended  to  read  in  part: 

From  Thurman,  Colo.,  VOR;  to  Int.  077  rad. 
Akron,  Colo.,  VOR  &  224  rad.  Imperial,  Nebr,, 
VOR;  MEA  5,900. 

From  Int.  077  rad.  Akron,  Colo.  &  224  rad. 
Imperial,  Nebr.,  VOR;  to  Imperial,  Nebr., 
VOR;  MEA  6,600. 

Section  610.6163  VOR  Civil  Airway 
168  is  amended  to  delete: 

From  Waco,  Tex.,  VOR;  to  Mill  INT,  Tex.; 
MEA  ‘3,600.  ‘2,500— MOCA. 

From  Mill  INT,  Tex.;  to  Mineral  Wells, 
Tex.,  VOR;  MEA  ‘3,500.  ‘2,400— MOCA. 

Section  610.6165  VOR  Civil  Airway 

165  is  amended  to  read  in  part: 

From  ‘Palmdale,  Calif.,  VOR;  to  Victory 
INT,  Calif.,  northwestbound,  MEA  10,000; 
Boutheastbound,  MEA  6,000.  ‘8,000 — ^MCA 

Palmdale  VOR,  northwestbound.  ‘9,000 — 
MCA  Palmdale  VOR,  southbound. 

Prom  Victory  INT,  Calif.;  to  White  Oaks 
INT,  Calif.;  MEA  10,000. 

Section  610.6166  VOR  Civil  Airway 

166  is  amended  to  read  in  part: 

From  Parkton  INT,  Md.;  to  West  Chester, 
Pa.,  VOR;  MEA  2,000. 

Section  610.6168  VOR  Civil  Airway  168 
is  added  to  read: 

From  Sellnsgrove,  Pa.,  VOR;  to  Allentown, 
Pa.,  VOR;  MEA  3,500. 

From  Allentown,  Pa.,  VOR;  to  Belle  Mead 
INT,  N.  J.;  MEA  2,500. 

Prom  Belle  Mead  INT,  N.  J.;  to  New  Bruns¬ 
wick  INT,  N.  J.;  MEA  2,000. 

From  New  Brunswick  INT,  N.  J.;  to  Colts 
Neck,  N.  J.,  VOR;  MEA  1,500. 

Section  610.6169  VOR  Civil  Airway  169 
is  amended  to  read  in  part: 

From  Chadron,  Nebr.,  VOR;  to  Rapid  City, 
S.  D.,  VOR,  via  E  alter.;  MEA  5,600. 

Section  610.6185  VOR  Civil  Airway  185 
is  amended  to  read  in  part: 

Prom  Augusta,  Ga.,  VOR;  to  ‘Laurens  INT, 
S.  C.;  MEA  2,300.  ‘2,700— MRA. 

Prom  Laurens  INT,  S.  C.;  to  Spartansbtjrg, 
S.  C.,  VOR;  MEA  2,300. 

From  Spartansburg,  S.  C.,  VOR;  to  Ashe¬ 
ville,  N.  C.,  VOR;  MEA  6,000. 

Section  610.6194  VOR  Civil  Airway  194 
is  amended  to  read  in  part: 

^  _ 

From  Royston,  Ga.,  VOR;  to  Honea  INT, 

S.  C.;  MEA  2,200.  ' 

Prom  Honea  INT,  S.  C.;  to  ‘Laurens  INT, 
S.  C.;  MEA  “2,700.  ‘2,700— MRA.  “2,000— 
MOCA. 

Prom  Laurens  INT,  S.  C.;  to  Union  INT, 
S.  C.;  MEA  ‘3,000.  ‘1,900— MOCA. 

Prom  Union  INT,  S.  C.;  to  Charlotte,  S.  O., 
VOR;  MEA  2,000. 

Section  610.6195  VOR  Civil  Airway  195 
is  amended  to  read  in  part: 

Prom  Oakland,  Calif.,  VOR,  via  W  alter,; 
to  Rio  INT,  Calif.,  via  W  alter.;  MEA  4,000. 

Prom  Rio  INT,  Calif.,  via  W  alter.;  to 
Williams,  Calif.,  VOR,  via  W  alter.;  MEA 
6,000. 


From  Bay  Point,  Calif.,  ITtI,  via  W  alter.; 
to  Rio  INT,  Calif.,  northeastbound  only,  via 
W  alter.;  MEA  2,000. 

Section  610.6210  VOR  Civil  Airway  210 
is  amended  to  read : 

From  ‘Los  Angeles,  Calif.,  VOR;  to  Alham¬ 
bra  INT,  Calif.,  northeastbound,  MEA  12,000; 
south  westbound,  MEA  8,000.  ‘9,000 — ^MCA 

Los  Angeles,  VOR,  northeastbound. 

From  Alhambra  INT,  Calif.;  to  Hawkins 
INT,  Calif.,  northeastbound,  MEA  12,000; 
southwestbound,  MEA  9,000. 

From  Hawkins  INT,  Calif.;  to  Daggett, 
Calif.,  VOR;  MEA  12,000. 

Section  610.6212  VOR  Civil  Airway  212 
is  amended  to  read  in  part: 

Prom  ‘Ft.  Ross  INT,  Calif.;  to  “Geyser- 
vllle  INT.  Calif.;  MEA  10,500.  ‘10,500— MCA 
Ft,  Ross  INT,  northeastbound.  “8,600— 
MRA. 

Section  610.6242  VOR  Civil  Airway  242 
is  amended  to  read  in  part: 

Prom  Mobile,  Ala.,  VOR;  to  ‘Bon  Secour 
INT,  Ala.;  MEA  1,600.  ‘2,000— MRA. 

(Sec.  205,  52  Stat.  984,  as  amended;  49  U.  S.  O. 
425.  Interpret  or  apply  sec.  601,  62  Stat. 
1007,  as  amended;  49  U.  8.  C.  661) 

These  rules  shall  became  effective 
October  18,  1956. 

[seal!  James  T.  Ptle 

Acting  Administrator 
of  Civil  Aeronautics. 

[F.  R.  Doc.  66-7581;  Filed,  Sept.  21,  1956; 
8:45  a.  m.] 


TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis¬ 
tration,  Department  of  Health,  Edu¬ 
cation,  and  Welfare 

Subchaptsr  B  Food  and  Feed  Preducts 

Part  120 — Tolerances  and  Exemptions 
From  Tolerances  for  Pesticide  Chem¬ 
icals  IN  OR  ON  Raw  Agricultural  Com¬ 
modities 

TOLERANCES  FOR  RESIDUES  OF  IN(HIGANIC 
BROMIDES  FROM  FUMIGATION  WITH  ETHY¬ 
LENE  DIBROBODE 

No  objections  have  been  filed  to  the 
proposed  tolerances  for  residues  of  in¬ 
organic  bromides  resulting  from  fumi¬ 
gation  with^ethylene  dibromide  pub¬ 
lished  in  the  Federal  Register  on  August 
11.  1956  (21  F.  R.  6046),  and  no  request 
has  been  received  for  referral  of  the 
proposal  to  an  Advisory  Committee. 
Therefore,  by  virtue  of  the  authority 
vested  in  the  Secretary  of  Health,  Edu¬ 
cation,  and  Welfare  by  the  Federal  Food, 
Drug,  and  Cosmetic  Act  (sec.  408  (b) 
and  (e),  68  Stat.  514;  21  U.  S.  C.  346a 
(b)  and  (e) )  and  delegated  to  the  Com¬ 
missioner  of  Food  and  Drugs  by  the 
Secretary  (21  CFR  120.29  (a) ),  It  is  or¬ 
dered,  That  the  regulations  for  tolerances 
for  pesticide  chemicals  in  or  on  raw  agri¬ 
cultural  commodities  (21  CFR  Part  120; 
21  F.  R.  5620)  be  amended  by  changing 
S  120.146  to  read  as  follows: 

§  120.146  Tolerances  for  residues  of 
inorganic  bromides  resulting  from  fumi¬ 
gation  with  ethylene  dibromide,  (a) 
Tolerances  of  50  parts  per  million  are 
established  for  residues  of  inorganic  bro¬ 
mides  (calculated  as  Br)  in  or  on  the 
following  grains  that  have  been  fumi¬ 


gated  with  ethylene  dibromide:  Barley, 
com,  oats,  popcorn,  rice,  rye,  sorghum 
(milo),  wheat. 

(b)  Tolerances  of  10  parts  per  million 
are  established  for  residues  of  inwganic 
bromides  (calculated  as  Br)  in  or  on  the 
following  commodities  that  have  been 
fumigated  with  ethylene  dibromide  in 
accordance  with  the  Mediterranean 
Fruit  Fly  Control  Program  or  the  Quar¬ 
antine  Program  of  the  U.  S.  Department 
of  Agriculture:  Beans  (string),  bitter 
melon  (Mormodica  charantia),  Caven- 
dish  bananas,  citrus  fruits,  cucumbers, 
guavas,  mangoes,  papayas,  peppers 
(bell) ,  pineapples,  Zuccini  squash. 

Any  person  who  will  be  adversely  af¬ 
fected  by  the  foregoing  order  may,  at 
any  time  prior  to  the  thirtieth  day  from 
the  effective  date  thereof,  file  with  the 
Hearing  Clerk,  Department  of  Health, 
Education,  and  Welfare,  Room  5440,  330 
Independence  Avenue  SW.,  Washington 
25,  D.  C.,  written  objections  tiiereto.  Ob¬ 
jections  shall  show  wherein  the  person 
filing  will  be  adversely  affected  by  this 
order,  specify  with  particularity  the  pro¬ 
visions  of  the  order  deemed  objection¬ 
able  and  reasonable  grounds  for  the  ob¬ 
jections,  and  request  a  public  hearing 
upon  the  objections.  Objections  may  be 
accompanied  by  a  memorandum  or  brief 
in  support  thereof.  All  documents  shall 
be  filed  in  quintuplicate. 

Effective  date.  This  order  shall  be 
effective  upon  publication  in  the  Federal 
Register. 

(Sec.  701,  62  Stat.  1058,  as  amended;  21 
U.  S.  C.  371.  Interprets  or  applies  see.  408, 
68  Stat.  511;  21  U.  S.  C.  346a) 

Dated:  September  18, 1956. 

[SEAL]  Robert  S.  Roe, 

Acting  Commissioner 
of  Food  and  Drugs. 

[F.  R.  Doc.  66-7626;  FUed,  Sept.  21,  1956; 

8:47  a.  m.] 

TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

[T.D.  64192] 

Part  10 — ^Articles  Conditionally  Free, 
Subject  to  a  Reduced  Rate,  Etc. 

deposit  of  estimated  duties  based  on 

FULL  COST  OR  FAIR  MARKET  VALUE  OF  RE¬ 
PAIRS,  alterations,  OR  PROCESSING  OF 

ARTICLES  ABROAD 

In  order  to  appraise  customs  officers 
and  importers  of  the  proper  basis  for  ar¬ 
riving  at  the  reasonable  cost  or  fair  value 
which  is  to  be  set  forth  in  the  invoice 
and  entry  papers  of  the  repairs,  altera¬ 
tions,  or  processing  of  articles  abroad  for 
the  purposes  of  paragraph  1615  (g)  (4) 
of  the  Tariff  Act  of  1930,  as  amended, 
S  10.8  (m)  of  the  Customs  Regulations 
is  amended  by  inserting  the  following 
after  the  first  sentence:  “The  cost  or 
fair  market  value,  as  the  case  may  be, 
of  the  repairs,  alterations,  or  processing 
outside  the  United  States  which  is  to  be 
set  forth  in  the  invoice  and  entry  papers 
as  the  basis  for  the  assessment  of  duty 
under  paragraph  1615  (g),  as  amended, 
shall  be  limited  to  the  cost  or  value  of 
the  repairs,  alterations,  or  processing  ac¬ 
tually  performed  abroad  and  shall  not 
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include  any  of  the  expenses  Incurred  In 
this  country,  whether  by  way  of  engi¬ 
neering  costs,  preparation  of  plans  or 
specifications,  furnishing  of  tools  or 
equipment  for  doing  the  repairs,  altera¬ 
tions  or  processing  abroad,  or  otherwise.” 

(R.  S.  161,  261,  sec.  624,  46  Stat.  759;  6  U.  S.  C. 
22,  19  T7.  S.  C.  66,  1624.  Interprets  or  applies 
par.  1615,  sec.  201,  46  Stat.  674,  as  amended; 
19  U.  S.  0.  1201,  par.  1615) 

[seal]  D.  B.  Strubinger, 

Acting  Commissioner  of  Customs. 

Approved:  September  14,  1956. 

David  W.  Kendall, 

Acting  Secretary  of  the  Treasury. 

[F.  R.'Doc.  56-7644;  Filed,  Sept.  21,  1966; 
8:50  a.  m.] 


TITLE  24~HOUSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Ad¬ 
ministration,  Housing  and  Home 

Finance  Agency 

Miscellaneous  Amendments  to  Chapter 

Chapter  n  of  Title  24  is  amended  in 
the  following  respects: 

Subchapter  C— Mutual  Mortgage  Insurance  and 
Servicemen’s  Mortgage  Insurance 

Part  221 — Mutual  Mortgage  Insurance; 

Eligibility  Requirements  of  Mort¬ 
gage  Covering  One-  to  Four-Family 

Dwellings 

1.  In  §  221.4,  paragraph  (c)  (2)  is 
amended  to  read  as  follows: 

§  221.4  Approval  of  other  institu¬ 
tions.  •  •  • 

(c)  •  •  • 

(2)  That,  except  with  the  prior  ap¬ 
proval  of  the  Commissioner,  it  will 
segregate  all  periodic  payments  under 
mortgages  insured  by  the  Commissioner, 
received  by  it  on  account  of  ground  rents, 
taxes,  assessments  and  insurance  pre¬ 
miums,  and  will  deposit  such  funds  in 
a  special  account  or  accounts  with  some 
banking  institution  whose  accounts  are 
insured  by  the  Federal  Deposit  Insurance 
Corporation  and  shall  use  such  funds 
for  no  purpose  other  than  that  for 
which  they  were  received. 

2.  In  §  221.17,  paragraph  (a)  (6)  is 
amended  to  read  as  follows: 

§  221.17  Maximum  amount  of  mort¬ 
gage  and  mortgagor’s  minimum  invest¬ 
ment.  (a)  *  •  * 

(6)  The  percentages  referred  to  in 
subparagraphs  (4)  and  (5)  of  this  para¬ 
graph  shall  be  each  reduced  by  2  percent 
as  long  as  this  subparagraph  shall  re¬ 
main  in  effect:  Provided,  That  such  per¬ 
centage  reduction  shall  not  apply  in  the 
case  of  any  mortgage  covering  property 
having  an  appraised  value  of  $9,000  or 
l3f  s:  And  provided  further.  That  with  re¬ 
spect  to  properties  having  an  appraised 
value  in  excess  of  $9,000  but  notin  excess 
of  $9,250,  the  percentage  reduction  shall 
not  reduce  the  mortgage  amount  below 
$8,550  for  mortgage  amounts  computed 
pursuant  to  subparagraph  (4)  of  this 
paragraph  or  $8,100  for  mortgage 
amounts  computed  pursuant  to  subpara¬ 
graph  (5)  of  this  paragraph. 

(Sec.  211,  62  stat.  23;  12  U.  S.  C.  1715b) 


Subchapttr  0— Multifamlly  ond  Group  Housing 
Insurance 

Part  232 — ^Multifamilt  Housing  Insur¬ 
ance;  Eligibility  Requirements  or 
Mortgage  Covering  Multifamily 
Housing 

In  §  232.28,  paragraph  (b)  is  amended 
to  read  as  follows: 

§  232.28  Rehabilitation  projects.  •  •  • 
(b)  Property  subject  to  existing  mort¬ 
gage.  If  the  insured  mortgage  is  to  in¬ 
clude  the  cost  of  refinancing  an  existing 
mortgage  acceptable  to  the  Commission¬ 
er,  the  amount  of  the  existing  mortgage 
or  90  percent  of  the  Commissioner’s  esti¬ 
mate  of  the  fair  market  value  of  land 
and  existing  improvements  prior  to  re¬ 
pair  or  rehabilitation,  whichever  is  the 
lesser,  shall  be  added  to  the  actual  cost 
of  the  repair  or  rehabilitation.  If  the 
principal  obligation  of  the  insured  mort¬ 
gage  exceeds  the  total  amount  thus  ob¬ 
tained,  the  mortgage  shall  be  reduced  by 
the  amount  of  such  excess,  prior  to  final 
endorsement  for  insurance. 

(Sec.  211,  62  Stat.  23;  12  U.  S.  C.  1715b.  In¬ 
terprets  or  applies  sec.  207,  62  Stat.  16,  as 
amended;  12  U.  S.  C.  1713) 


Subchapter  F — Rehabilitation  and  Neighborhood 
Conservation  Housing  Insurance 

Part  268 — Multifamily  Relocation  In¬ 
surance;  Eligibility  Requirements  of 

Mortgage 

1.  In  §  268.1,  paragraph  (a)  is  amend¬ 
ed  by  adding  to  the  listed  provisions  the 
following: 

§  268.1  Incorporation  by  reference. 

(a)  *  *  • 

S  232.28  Rehabilitation  projects. 

«  «  *  *  * 

2.  In  §  268.6,  paragraph  (b)  (2)  is 
amended  to  read  as  follows: 

§  268.6  Maximum  mortgage  amounts. 

•  *  e 

(b)  *  •  • 

(2)  Property  subject  to  existing  mort¬ 
gage.  If  the  mortgagor  owns  the  project 
subject  to  an  outstanding  indebtedness, 
which  is  to  be  refinanced  with  part  of 
the  insured  mortgage,  the  maximum 
mortgage  amount  shall  not  exceed:  (i) 
The  Commissioner’s  estimate  of  the  cost 
of  the  proposed  repairs  or  rehabilitation; 
and  (ii)  such  portion  of  the  outstanding 
indebtedness  which  does  not  exceed  the 
Commissioner’s  estimate  of  the  fair  mar¬ 
ket  value  of  such  land  and  improvements 
prior  to  completion  of  the  proposed  re¬ 
pair  or  rehabilitation;  or 

3.  Section  268.7a  is  amended  to  read 
as  follows: 

§  268.7a  Mortgage  maturity.  The 
mortgage  must  have  a  maturity  satis¬ 
factory  to  the  Commissioner,  not  to  be 
more  than  forty  years  from  the  date  of 
the  insurance;  or  three-quarters  of  the 
Commissioner’s  estimate  of  the  remain¬ 
ing  economic  life  of  the  building  im¬ 
provements,  whichever  is  the  lesser. 

4.  Part  268  Is  amended  by  adding  a 
new  §  268.9b  as  follows: 

§  268.9b  Rehabilitation  projects.  In 
the  event  the  mortgage  Is  to  finance  re¬ 
pair  or  rehabilitation,  the  mortgagor’s 
actual  cost  of  such  repair  or  rehabilita¬ 


tion  may  include  the  items  of  expense 
permitted  for  new  construction  in  ac¬ 
cordance  with  either  paragraph  (a)  or 
(b)  of  §  232.26  of  this  chapter  and  the 
applicable  cost  certification  procedure 
described  therein  will  be  required;  pro¬ 
vided  such  mortgage  shall  be  subject  to 
the  following  limitations: 

(a)  Property  held  in  fee.  If  no  part 
of  the  proceeds  is  to  be  used  to  finance 
the  purchase  of  the  land  or  structures 
involved,  the  mortgage  shall  be  reduced 
to  an  amount  not  to  exceed  100  percent 
of  the  approved  cost  of  the  completed 
repair  or  rehabilitation. 

(b)  Property  subject  to  existing  mort¬ 
gage.  If  the  insured  mortgage  is  to  in¬ 
clude  the  cost  of  refinancing  an  existing 
mortgage  acceptable  to  the  Commission¬ 
er,  the  amount  of  the  existing  mortgage 
or  the  Commissioner’s  estimate  of  the 
fair  market  value  of  land  and  existing 
improvements  prior  to  repair  or  rehabili¬ 
tation,  whichever  is  the  lesser,  shall  be 
added  to  the  actual  cost  of  the  repair  or 
rehabilitation.  If  the  principal  obliga¬ 
tion  of  the  insured  mortgage  exceeds  the 
total  amount  thus  obtained,  the -mort¬ 
gage  shall  be  reduced  by  the  amount  of 
such  excess,  prior  to  final' endorsement 
for  insurance. 

(c)  Property  to  be  acquired.  If  the 
mortgage  is  to  include  the  cost  of  land 
and  improvements,  and  the  purchase 
price  thereof  is  to  be  financed  witJh  part 
of  the  mortgage  proceeds,  the  purchase 
price,  or  the  Commissioner’s  estimate  of 
the  fair  market  value  of  land  and  exist¬ 
ing  Improvements  prior  to  repair  or  re¬ 
habilitation,  whichever  is  the  lesser,  shall 
be  added  to  the  actual  cost  of  the  repair 
or  rehabilitation.  If  the  principal  obli¬ 
gation  of  the  insured  mortgage  exceeds 
the  applicable  statutory  percentage  of 
the  total  amount  thus  obtained,  the 
mortgage  shall  be  reduced  by  the  amount 
of  such  excess,  prior  to  final  endorsement 
for  insurance. 

(Sec.  211,  62  stat.  23;  12  U.  8.  O.  1716b.  In¬ 
terpret  or  apply  sec.  221,  68  Stat.  699,  as 
amended;  12  U.  S.  O.  17151) 


Subchapter  M — Military  and  Armed  Services 
Housing  Mortgage  Insurance 

Part  292a — Armed  Services  Housing  In¬ 
surance;  Eligibility  Requirements  of 
Mortgage 

Section  292a.l8  is  amended  to  read  as 
follows: 

§  292a.l8  Prepayment  privilege.  The 
mortgage  must  contain  a  provision  per¬ 
mitting  the  mortgagor  to  prepay  the 
mortgage  in  whole  or  in  part  upon  any 
interest  payment  date  after  giving  to 
the  mortgagee  30  days’  notice  in  writing 
in  advance  of  its  intention  to  so  prepay: 
Provided,-  That  no  additional  charge  or 
penalty  for  prepajonent  shall  be  payable 
at  any  time  on  or  after  the  date  which 
is  fifteen  years  from  the  date  of  the  first 
payment  by  the  mortgagor  on  the  mort¬ 
gage  note. 

(Sec.  807,  60  Stat.  651;  12  U.  S.  C.  1748f ) 

Issued  at  Washington,  D.  C.,  Septem¬ 
ber  20, 1956. 

Norman  P.  Mason, 
Federal  Housing  Commissioner. 

[P.  R.  Doc.  66-7740;  PUed,  Sept.  21,  1956; 
12:05  p.  m.j 
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RULES  AND  REGULATIONS 


TITLE  47— TELECOMMUNI¬ 
CATION 

Chapter  I — Federal  Communications 
Commission 

Part  12 — Amateur  Radio  Service 

Because  of  the  number  of  outstanding 
amendments  to  Part  12  since  it  was  last 
published  in  the  Federal  Register  (No¬ 
vember  28.  1953,  18  F.  R.  7587) ,  Part  12 
is  recapitulated  as  of  September  11, 1956, 
to  read  as  set  forth  below. 

Federal  Communications 
Commission, 

[seal]  Dee  W.  Pincock, 

Acting  Secretary. 

Subpart  A — Amateur  Radio  Stations  and 
Operators 

Sec. 

12.0  Basis  and  purpose. 

Definitions 

12.1  Amateiur  service. 

12.2  Amateur  op>erator. 

12.3  .  Amateur  station. 

12.4  Amateur  portable  station. 

12.5  Amatevir  mobile  station. 

12.6  Amateur  radio  communication. 

12.7  Remote  control. 

12.9  Antenna  structure  defined. 

*12.10  Aircraft  landing  area  defined. 

^  Amatextb  Operatobs 

LICENSES,  PRIVILEGES 

12.20  Classes  of  amateur  operator  licenses. 

12.21  Eligibility  for  license. 

12.22  Application  for  amateur  operator 

license. 

12.23  Classes  and  privileges  of  amateur 

operator  licenses. 

12.25  Availability  of  operator  license. 

12.26  Duplicate  license. 

12.27  Renewal  of  amateur  operator  license. 

12.28  Who  may  operate  an  amateur  sta* 

tion. 

12.29  License  term. 

12.30  Order  of  suspension. 

12.31  Proceedings. 

EXAMINATIONS 

12.41  When  examination  is  required. 

12.42  Examination  elements. 

12.43  Examination  requirements. 

12.44  Manner  of  conducting  examination. 

12.45  Additional  examination  for  holders 

of  Conditional  Class  operator  li¬ 
censes. 

12.46  Examination  credit. 

12.47  Examination  procedure. 

12.48  Grading. 

12.49  Eligibility  for  reexamination. 

12.50  Code  Test  procedure. 

Amateur  Radio  Stations 

LICENSES 

12.60  Limitations  on  antenna  structures. 

12.61  Eligibility  for  amateur  station 

license. 

12.62  Eligibility  of  corporations  or  organi¬ 

zations  to  hold  license. 

12.63  Application  for  amateur  station  li¬ 

cense. 

12.64  Location  of  station. 

12.65  License  period. 

12.66  Authorized  apparatus. 

12.67  Renewal  of  amateur  station  license. 

12.68  Availability  of  station  license. 

12.69  Revocation  of  station  license. 

12.70  Modification  of  station  license. 

CALL  SIGNS 

12.81  Assignment  of  call  signs.  * 

12.82  Transmission  of  call  signs. 


portable  and  mobile  stations 

Sec. 

12.91  Requirements  for  portable  and  mo¬ 
bile  operation. 

12.93  Special  provisions  for  nonportable 

stations. 

12.94  Special  provisions  for  mobile  stations 

aboard  ships  or  aircraft. 

USE  OF  AMATEUR  STATIONS 

12.101  Points  of  communications.' 

12.102  No  remuneration  for  use  of  station. 

12.103  Broadcasting  prohibited. 

12.104  Radiotelephone  tests. 

12.105  Codes  and  ciphers  prohibited. 

12.106  One-way  communications. 

12.107  Special  provisions  regarding  radio 

teleprinter  transmissions. 

ALLOCATION  OF  FREQUENCIES 

12.111  Frequencies  and  types  of  emission 
for  use  of  amateur  stations. 

12.113  Individual  frequency  not  specified. 

12.114  Types  of  emission. 

EQUIPMENT  AND  OPERATION 

12.131  Maximum  authorized  power. 

12.132  Power  supply  to  transmitter. 

12.133  Purity  and  stability  of  emissions. 

12.134  Modulation  of  carrier  wave. 

12.135  Frequency  measurement  and  regular 

check. 

12.136  Logs. 

12.137  Retention  of  logs. 

SPECIAL  CONDITIONS 

12.151  Additional  conditions  to  be  observed 

by  licensee. 

12.152  Restricted  operation. 

12.153  Second  notice  of  same  violation. 

12.154  Third  notice  of  same  violation. 

12.155  Answers  to  notices  of  violations. 

12.156  Operation  In  emergencies. 

12.157  Obscenity,  Indecency,  profanity. 

12.158  False  signals. 

12.159  Unidentified  communications. 

12.160  Interference. 

12.161  Damage  to  apparatus. 

12.162  Fraudulent  licenses. 

CONELRAD 

12.190  Scope  and  objective  of  CONELRAD. 

12.191  CONELRAD  Radio  Alert. 

12.192  Reception  of  Radio  Alert. 

12.193  Operation  durlng^n  alert. 

12.194  Special  operation. 

12.195  Resumption  of  normal  operation. 

12.196  CONELRAD  tests. 

Subpart  B— Radio  Amateur  Civil  Emergency 
Service 

GENERAL 

12.200  Temporary  nature  of  this  service. 

12.201  Definitions. 

12.202  Applicability  of  rules  governing  ama- 

tevir  radio  stations  and  operators. 

ORGANIZATION 

12.211  Organization  of  networks. 

12.212  Approval  of  civil  defense  communi¬ 

cations  plans. 

12.213  Certification  of  Civil  Defense  Radio 

Officer. 

12.214  Qualifications  of  Civil  Defense  Radio 

Officer. 

12.215  Duties  of  Civil  Defense  Radio  Officer. 

STATION  AUTHORIZATIONS 

12.221  station  authorization  required. 

12.222  Eligibility  for  station  authorization. 

12.223  Filing  of  application. 

12.224  Additional  data  required. 

12.225  Single  application  for  all  equipment 
_  under  one  amateur  station  license. 

12.226  Issuance  of  station  authorization. 

12.227  Term  of  station  authorization. 

12.228  Cancellation  of  station  authoriza¬ 

tion. 


TECHNICAL  REQUIREMENTS 

Sec. 

12.231  Frequencies  available. 

12.232  Classification  of  emissions. 

12.238  Transmitter  power. 

12.234  Equipment  requirements. 

12.235  Alleviation  of  harmful  Interference. 

OPERATING  REQUIREMENTS 

12.241  Operator  i^equlrements. 

12.242  Operation  at  other  than  licensed 

location. 

12.243  Availability  of  station  authorization 

and  operator  license. 

12.244  Radio  station  log. 

12.245  Station  Identification. 

12.246  Tactical  call  signs. 

USE  OF  STATIONS 

12.251  Limitations  on  use  of  station. 

12.252  Hours  of  operation. 

12.253  Points  of  communication. 

12.254  Permissible  communications. 

12.255  Use  of  codes  and  ciphers. 

12.256  Priority  of  communications. 

12.257  Operating  procedure. 

Appendices 

1 —  Examination  points.  Radio  districts. 

2 —  Extracts  from  Radio  Regulations  (At¬ 

lantic  City,  1947). 

3 —  Classification  of  emissions. 

4 —  Convention  between  the  United  States  of 

America  and  Canada. 

Authoritt:  §§  12.0  to  12.257  issued  under 
sec.  4,  48  Stat.  1066,  as  amended;  47  U.  8.  C. 
154.  Interpret  or  apply  sec.  303,  48  Stat. 
1082,  as  amended;  47  U.  S.  C.  303. 

SUBPART  A— AMATEUR  RADIO  STATIONS 
AND  OPERATORS 

§  12.0  Basis  and  purpose.  The  rules 
and  regulations  in  this  part  are  designed 
to  provide  an  amateur  radio  service 
having  a  fundamental  purpose  as  ex¬ 
pressed  in  the  following  principles: 

(a)  Recognition  and  enhancement  of 
the  value  of  the  amateur  service  to  the 
public  as  a  voluntary  noncommercial 
communication  service,  particularly  with 
respect  to  providing  emergency  commu¬ 
nications. 

(b)  Continuation  and  extension  of  the 
amateur’s  proven  ability  to  contribute 
to  the  advancement  of  the  radio  art. 

(c)  Encouragement  and  improvement 
of  the  amateur  radio  service  through 
rules  which  provide  for  advancing  skills 
in  both  the  communication  and  techni¬ 
cal  phases  of  the  art. 

(d)  Expansion  of  the  existing  reser¬ 
voir  within  the  amateur  radio  service  of 
trained  operators,  technicians,  and  elec¬ 
tronics  experts. 

(e)  Continuation  and  extension  of  the 
amateur’s  unique  ability  to  enhance  in¬ 
ternational  good  will. 

Definitions 

§  12.1  Amateur  service.  The  term 
-“amateur  service”  means  a  radio  service 
carried  on  by  amateur  stations. 

§  12.2  Amateur  operator.  The  term 
“amateur  operator”  means  a  person  in¬ 
terested  in  radio  technique  solely  with  a 
personal  aim  and  without  pecuniary  in¬ 
terest,  holding  a  valid  license  issued  by 
the  Federal  Communications  Commis¬ 
sion  authorizing  him  to  operate  licensed 
amateur  stations. 

§  12.3  Amateur  station.  The  term 
“amateur  station”  means  a  station  used 
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by  an  amateur  operator,  and  it  embraces 
all  radio  transmitting  apparatus  at  a 
particular  location  used  for  amateur 
service  and  operated  under  a  single  in¬ 
strument  of  authorization. 

§  12.4  Amateur  portable  station.  The 
term  “amateur  portable  station”  means 
an  amateur  station  that  is  so  constructed 
that  it  may  conveniently  be  moved  about 
from  place  to  place  for  communication, 
but  which  is  not  operated  while  in 
motion. 

§  12.5  Amateur  mobile  station.  The 
term  “amateur  mobile  station"  means 
an  amateur  station  that  is  so  constructed 
that  it  may  conveniently  be  transferred 
to  or  from  a  mobile  unit  or  from  one  such 
unit  to  another,  and  is  ordinarily  used 
while  such  mobile  unit  is  in  motion. 

§  12.6  Amateur  radio  communication. 
The  term  “amateur  radio  communica¬ 
tion”  means  radio  communication  be¬ 
tween  amateur  stations  solely  with  a 
personal  aim  and  without  pecuniary 
interest. 

§  12.7  Remote  control.  The  term 
“remote  control”  as  applied  to  the  ama¬ 
teur  radio  service,  means  control  of 
transmitting  equipment  of  an  amateur 
station  from  an  operating  position  other 
than  one  at  which  the  transmitter  is  in 
view  and  immediately  accessible;  ex¬ 
cept  that,  direct  mechanical  control  or 
direct  electrical  control  by  wired  con¬ 
nections  of  an  amateur  transmitter  from 
a  point  located  on  board  any  aircraft, 
vessel  or  vehicle  on  which  such  trans¬ 
mitter  is  located  shall  not  be  considered 
remote  control  within  the  meaning  of 
this  definition. 

§  12.9  Antenna  structure  defined. 
The  term  “antenna  structure”  includes 
the  radiating  system,  its  supporting 
structures,  and  any  surmounting  ap¬ 
purtenances. 

§  12.10  Aircraft  landing  area  defined. 
An  aircraft  landing  area  means  any  lo¬ 
cality,  either  on  land  or  water,  includ¬ 
ing  airports  and  Intermediate  landing 
fields,  which  is  used,  or  approved  for  use, 
for  landing  and  take-off  of  aircraft 
whether  or  not  facilities  arq  provided  for 
the  shelter,  servicing,  or  repair  of  air¬ 
craft,  or  for  the  receiving  or  discharge- 
ing  of  passengers  or  cargo. 

Amateur  Operators 

LICENSES,  PRIVILEGES 

S  12.20  Classes  of  amateur  operator 
licenses. 

Amateur  extra,  class. 

Advanced  class  (previously  class  A). 

General  class  (previously  class  B). 
Conditional  class  (previously  class  C). 
Technician  class. 

Novice  class. 

§  12.21  Eligibility  for  license.  Per¬ 
sons  are  eligible  to  apply  for  the  various 
classes  of  amateur  operator  licenses  as 
follows: 

(a)  Amateur  extra  class.  Any  citi¬ 
zen  of  the  United  States  who  either  (1) 
at  any  time  prior  to  receipt  of  his  appli¬ 
cation  by  the  Commission  has  held  for 
a  period  of  two  years  or  more  a  valid 
amateur  operator  license  issued  by  the 
Federal  Communications  Commission, 
No.  185  ■  3 


excluding  licenses  of  the  Novice  and 
Technician  Classes,  or  (2)  submits  evi¬ 
dence  of  having  held  a  valid  amateur 
radio  station  or  operator  license  issued 
by  any  agency  of  the  United  States  Gov¬ 
ernment  during  or  prior  to  April,  1917. 

(b)  Advanced  class.  New  Advanced 
Class  amateur  operator  licenses  will  not 
be  issued;  however.  Advanced  Class  (or 
Class  A)  licenses  may  continue  to  be 
renewed  as  set  forth  in  §  12.27. 

(c)  General  class.  Any  citizen  of  the 
United  States. 

(d)  Conditional  class.  Any  citizen  of 
the  United  States  whose  actual  residence 
and  amateur  station  location  are  more 
than  75  miles  airline  distance  from  the 
nearest  location  at  which  examinations 
are  held  at  intervals  of  not  more  than  3 
months  for  General  Class  amateur  op¬ 
erator  license;  or  who  is  shown  by 
physician’s  certificate  to  be  unable  to 
appear  for  examination  because  of  pro¬ 
tracted  disability;  or  who  is  shown  by 
certificate  of  the  commanding  ofScer  to 
be  in  the  armed  forces  of  the  United 
States  at  an  Army,  Navy,  Air  Force  or 
Coast  Guard  station  and,  for  that  reason, 
tc  be  unable  to  appear  for  examination 
at  the  time  and  place  designated  by  the 
Commission. 

(e)  Technician  class.  Any  citizen  of 
the  United  States. 

(f)  NomCe  class.  Any  citizen  of  the 
United  States  except  a  former  holder  of 
an  amateur  license  of  any  class  issued  by 
any  agency  of  the  United  States  gov¬ 
ernment,  military  or  civilian. 

§  12.22  Application  for  amateur  op¬ 
erator  license.  The  application  for  any 
new  amateur  operator  license,  including 
application  for  any  change  in  operating 
privileges,  shall  be  submitted  in  person 
or  by  mail  to  the  district  field  office  of 
the  Commission  at  which  the  applicant 
desires  his  appUcation  to  be  considered 
and  acted  upon,  which  office  will  make 
the  final  arrangements  for  conducting 
any  required  examination.  If  the  appli¬ 
cation  is  for  a  license  which  is  obtained 
upon  successful  completion  of  an  ex¬ 
amination  by  volunteer  examiners  under 
the  special  provisions  of  §  12.44  (c),  the 
application  shall  be  submitted  to  the 
district  field  office  which  supplied  the 
"examination  material.  Applications  for 
renewal  or  modification  of  license,  or 
for  duplicate  license,  when  no  change 
in  operating  privileges  is  involved,  shall 
be  filed  directly  with  the  Commission  at 
its  Washington  25.  D.  C.  office. 

§  12.23  Classes  and  privileges  of  ama¬ 
teur  operator  licenses — (a)  Amateur 
extra  class.  All  authorized  amateur 
privileges  including  such  additional  priv¬ 
ileges  in  both  communication  and  tech¬ 
nical  phases  of  the  art  which  the  Com¬ 
mission  may  consider  as  appropriately 
limited  to  holders  of  this  class  of  license. 

(b)  Advanced  class.  All  amateur 
privileges  except  those  which  may  be  re¬ 
served  to  holders  of  the  Amateur  Extra 
Class  license. 

(c)  General  and  Conditiorcal  classes. 
All  authorized  amateur  privileges. 

(d)  Technician  class.  All  authorized 
amateur  privileges  in  the  amateur  fre¬ 
quency  band  50  to  54  Me  and  in  the  ama¬ 
teur  frequency  bands  above  220  Me. 


(e)  Novice  class.  Those  amateur 
privileges  as  designated  and  limited  as 
follows: 

(1)  The  d.  c.  plate  power  input  to  the 
vacuum  tube  or  tubes  supplying  power 
to  the  antenna  shall  not  exceed  75  watts. 

(2)  Only  the  following  frequency 
bands  and  types  of  emission  may  be  used, 
and  the  emissions  of  the  transmitter 
must  be  crystal-controlled: 

(i)  3700  to  3750  kc,  radiotelegraphy 
using  only  type  A1  emission. 

(ii)  7150-7200  kc,  radiotelegraphy 
using  only  type  A1  emission. 

(iii)  21.10  to  21.25  Me,  radiotelegraphy 
using  only  type  A1  emission. 

(iv)  145  to  147  Me,  radiotelegraphy 
or  radiotelephony  using  types  of  emis¬ 
sion  as  set  forth  in  §  12.111. 

§  12.25  Availability  of  operator  li¬ 
cense.  The  original  operator  license  of 
each  operator  shall  be  kept  in  the  per¬ 
sonal  possession  of  the  operator  while 
operating  an  amateur  station.  When 
operating  an  amateur  station  at  a  fixed 
location,  however,  the  license  may  be 
posted  in  a  conspicuous  place  in  the  room 
occupied  by  the  operator.  The  license 
shall  be  available  for  inspection  by  any 
authorized  Government  official  when¬ 
ever  the  operator  is  operating  an  ama¬ 
teur  station  and  at  other  times  upon  re¬ 
quest  made  by  an  authorized  representa¬ 
tive  of  the  Commission,  except  when 
such  license  has  been  filed  with  appli¬ 
cation  for  modification  or  renewal 
thereof,  or  has  been  mutilated,  lost  or 
destroyed,  and  application  has  been 
made  for  a  duplicate  license  in  accord¬ 
ance  with  §  12.26.  No  recognition  shall 
be  accorded  to  any  photocopy  of  an  op¬ 
erator  license;  however,  nothing  in  this 
section  bhall  be  construed  to  prohibit 
the  photoc(^ying  for  other  purposes  of 
any  amateur  radio  operator  license. 

§  12.26  Duplicate  license.  Any  li¬ 
censee  applsdng  for  a  duplicate  license 
to  replace  an  original  which  has  been 
lost,  mutilated,  or  destroyed,  shall  sub¬ 
mit  with  the  application  the  mutilated 
license  or  a  statement  setting  forth  the 
facts  regarding  the  manner  in  which  the 
original  license  was  lost  or  destroyed. 
If.  subsequent  to  receipt  by  the  licensee 
of  the  duplicate  license,  the  original  li¬ 
cense  is  found,  either  the  duplicate  or 
the  original  license  shall  be  returned 
immediately  to  the  Commission. 

§  12.27  Renewal  of  amateur  operator 
license.^  (a)  An  amateur  operator  li¬ 
cense  except  the  Novice  Class,  may  be 


1  Until  further  order  of  the  Commission, 
the  showing  that  the  applicant  actually  op¬ 
erated  an  amateur  radio  station  or  stations 
for  the  periods  of  time  specified  In  S  12.27 
will  not  be  required  In  cases  where  It  Is 
shown  that  the  applicant  was  unable  to 
conduct  such  operation  because  he  was  on 
active  duty  In  the  armed  forces  of  the  United 
States  or  was  duly  enrolled  as  an  employee 
of  an  agency  of  the  Federal  Government  and 
In  the  course  of  such  employment  was  on 
duty  In  a  foreign  country  continuously  dvir- 
ing  the  last  year  of  the  license  term:  Pro- 
'vided.  That  any  such  employee  of  the  Fed¬ 
eral  Government  shall  submit  with  his  appli¬ 
cation  for  renewal  of  license  a  statement 
signed  by  his  agency  head,  or  the  chief  of 
the  Biireau  or  Division  In  which  he  Is  em¬ 
ployed  attesting  to  such  employment. 
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renewed  upon  proper  application  In 
which  it  is  stated  that  the  applicant  has 
lawfully  accumulated,  at  an  amateur 
station  licensed  by  the  Commission,  a 
minimum  total  of  either  2  hours  op¬ 
erating  time  during  the  last  3  months 
or  5  hours  operating  time  during 
the  last  12  months  of  the  license  term. 
Such  operating  time,  for  the  purpose 
of  renewal,  shall  be  counted  as  the  total 
of  all  that  time  between  the  entries  in 
the  station  log  showing  the  beginning 
and  end  of  transmissions  a^  required  in 
1/12.136  (a),  both  during  single  trans¬ 
missions  and  during  a  sequence  of 
transmissions.  The  application  shall,  in 
addition  to  the  foregoing,  include  a 
statement  that  the  applicant  can  send 
by  hand  key,  i.  e.,  straight  key  or  any 
other  tsrpe  of  hand  operated  key  such  as 
a  semi-automatic  or  electronic  key,  and 
receive  by  ear,  in  plain  language,  mes¬ 
sages  in  the  International  Morse  Code 
at  a  speed  of  not  less  than  that  which  is 
required  in  qualifying  for  an  original 
license  of  the  class  being  renewed. 

(b)  The  Novice  Class  license  will  not 
be  renewed. 

(c)  The  applicant  shall  qualify  for  a 
new  license  by  examination  if  the  re¬ 
quirements  of  this  section  are  not  ful¬ 
filled. 

(d)  A  renewal  application  which  in¬ 
cludes  a  modification  (change  of  ad¬ 
dress)  shall  be  submitted  on  FCC  Form 
610  and  shall  be  accompanied  by  the 
applicant’s  amateur  operator  license,  and 
also  by  his  amateur  station  license  if  he 
holds  one. 

(e)  Application  for  renewal  of  an 
amateur  operator  license  without  modi¬ 
fication  shall  be  submitted  on  FCC  Form 
405-A.  Applications  on  Form  405-A 
should  not  be  accompanied  by  the  appli¬ 
cant’s  license.  Unless  otherwise  directed 
by  the  Commission,  each  application  for 
renewal  of  license  shall  be  filed  during 
the  last  120  days  of  the  license  term  or 
within  a  period  of  grace  of  one  year  after 
the  expiration  date  of  such  license.  Bur¬ 
ning  this  one  year  period  of  grace  an 
’expired  license  is  not  valid.  A  renewed 
license  issued  upon  the  basis  of  an  ap¬ 
plication  filed  during  the  grace  period 
will  be  dated  currently  and  will  not  be 
back-dated  to  the  date  of  expiration  of 
the  license  being  renewed.  In  any  case 
in  which  the  licensee  has,  in  accordance 
with  the  Commission’s  rules  made  timely 
and  sufficient  application  for  renewal  of 
license,  no  license  with  reference  to  any 
activity  of  a  continuing  nature  shall  ex¬ 
pire  until  such  application  shall  have 
been  finally  determined. 

(f )  Renewal  applications  shall  be  gov¬ 
erned  by  applicable  rules  in  force  on  the 
date  when  application  is  filed. 

§  12.28  Who  may  operate  an  amateur 
station.  An  amateur  radio  station  may 
be  operated  only  by  a  person  holding  a 
valid  amateur  operator  license.  Such 
station  may  be  operated  by  the  licensee 
only  in  the  manner  and  to  the  extent 
provided  in  his  amateur  operator  license. 
Persons  other  than  the  station  licensee, 
when  operating  such  station,  may  op¬ 
erate  it  only  to  the  'extent  and  in  the 
manner  authorized  to  the  licensee  of 
the  station  and  not  exceeding  the  operat¬ 
ing  authority  of  such  person’s  own  ama¬ 


teur  operator  license.  When  an  amateur 
station  is  used  for  telephony,  the  station 
licensee  may  permit  any  person  to  trans¬ 
mit  by  voice,  provided  during  such  trans¬ 
mission  call  signs  are  announced  as 
prescribed  by  §  12.82  and  a  duly  licensed 
amateur  operator  maintains  actual  con¬ 
trol  over  the  emissions,  including  turning 
the  carrier  on  and  off  for  each  transmis¬ 
sion  and  signing  the  station  off  after 
communication  with  each  station  has 
been  completed. 

1 12.29  License  term.  Amateur  oper¬ 
ator  licenses  are  normally  valid  for  a 
period  of  5  years  from  the  date  of  issu¬ 
ance  of  a  new  or  renewed  license,  except 
the  Novice  Class  which  is  normally  valid 
for  a  period  of  1  year  from  tb^i  date  of 
issuance.  Modified  and  duplicate  li¬ 
censes  shall  bear  the  same  date  of  expi¬ 
ration  as  the  licenses  for  which  they  are 
modifications  or  duplicates. 

§  12.30  Order  of  suspension.  No  or¬ 
der  of  suspension  of  any  operator’s  li¬ 
cense  shall  take  effect  until  15  days’ 
notice  in  writing  thereof,  stating  the 
cause  for  the  proposed  suspension,  has 
been  given  to  the  operator  licensee  who 
may  make  written  application  to  the 
Commission  at  any  time  within  said  15 
days  for  a  hearing  upon  such  order.  The 
notice  to  the  operator  licensee  shall  not 
be  effective  until  actually  received  by 
him,  and  from  that  time  he  shall  have 
15  days  in  which  to  mail  the  said  appli¬ 
cation.  In.  the  event  that  physical  con¬ 
ditions  prevent  mailing  of  the  application 
at  the  expiration  of  the  15-day  period, 
the  application  shall  then  be  mailed  as 
soon  as  possible  thereafter,  accompanied 
by  a  satisfactory  explanation  of  the  de¬ 
lay.  Upon  receipt  by  the  Commission  of 
such  application  for  hearing,  said  order 
of  suspension  shall  be  held  in  abeyance 
until  the  conclusion  of  the  hearing  which 
shall  be  conducted  under  such  rules  as 
the  Commission  shall  deem  appropriate. 
Upon  the  conclusion  of  said  hearing  the 
Commission  may  affirm,  modify,  or  re¬ 
voke  said  order  of  suspension. 

§  12.31  Proceedings.  Proceedings  for 
the  suspension  of  an  operator’s  license 
shall  in  all  cases  be  initiated  by  the  entry 
of  an  order  of  suspension.  Respondent 
will  be  given  notice  thereof  together  with 
notice  of  his  right  to  be  heard  and  to 
contest  the  proceeding.  The  effective 
date  of  the  suspension  will  not  be  speci¬ 
fied  in  the  original  order  but  will  be  fixed 
by  subsequent  motion  of  the  Commission 
in  accordance  with  the  conditions  speci¬ 
fied  above.  Notice  of  the  effective  date 
of  suspension  will  be  given  respondent 
who  shall  send  his  operator  license  to  the 
office  of  the  Commission  in  Washington, 
D.  C.,  on  or  before  the  said  effective  date, 
or,  if  the  effective  date  has  passed  at  the 
time  notice  is*  received,  the  license  shall 
be  sent  to  the  Commission  forthwith. 

'  EXAMINATIONS 

§  12.41  When  examination  is  re^ 
quired.  Examination  is  required  for  the 
issuance  of  a  new  amateur  operator  li¬ 
cense,  and  for  a  change  in  class  of 
operating  privileges.  C^redit  may  be 
given,  however,  for  certain  elements  of 
examination  as  provided  in  §  12.46. 


S  12.42  Examination  elements.  Ex. 
aminations  for  amateur  operator  privi- 
leges  will  comprise  one  or  more  of  the 
following  examination  elements: 

Element  1  (A) :  Beginner’s  code  test.  Code 
test  at  five  (5)  words  per  minute. 

Element  1  (B) :  General  code  test.  Code 
test  at  thirteen  (13)  words  per  minute. 

Element  1  (C) :  Expert’s  code  test.  Code 
test  at  twenty  (20)  words  per  minute. 

Element  2:  Basic  amateur  practice.  Am~ 
ateur  radio  operation  and  apparatus,  includ¬ 
ing  radiotelephone  and  radiotelegraph. 

Element  3(A):  Basic  law.  Rules  and  regu¬ 
lations  essential  to  beginners’  operation,  in¬ 
cluding  sufficient  elementary  radio  theory 
for  the  understanding  of  those  rules. 

Element  3  (B) :  General  regulations.  Pro¬ 
visions  of  treaties,  statutes,  and  rules  and 
regulations  affecting  all  amateur  stations 
and  operators. 

Element  4  (B) :  Advanced  amateur  prac¬ 
tice.  Advanced  radio  theory  and  operation 
as  applicable  to  modern  amateur  techniques, 
including,  but  not  limited  to,  radiotelephony, 
radiotelegraphy,  and  transmissions  of  energy 
for  measurements  and  observations  applied 
to  propagation,  for  the  radio  control  of  re¬ 
mote  objects  and  for  similar  experimental 
purposes. 

§  12.43  Examination  requirements. 
Applicants  for  original  licenses  will  be 
required  to  pass  examinations  as  follows: 

(a)  Amateur  extra  class.  Elements 

1  (C),  2,  3  (B)  and  4  (B). 

(b)  General  class.  Elements  1  (B), 
(2)  and  3  (B). 

(c)  Conditional  class.  Elements  1 
(B),  2  and  3  (B). 

(d)  Technician  class.  Elements  1  (A) , 

2  and  3  (B). 

(e)  Novice  class.  Elements  1  (A)  and 

3  (A). 

EXAMINATIONS 

§  12.44  Manner  of  conducting  exam¬ 
inations.  (a)  The  examinations  for  Ex¬ 
tra  and  General  Classes  of  amateur 
operator  licenses  will  be  conducted  by  an 
authorized  Commission  employee  or  rep¬ 
resentative  at  locations  and  at  times 
specified  by  the  Commission.  The  ex¬ 
aminations  for  Conditional  Class,  as  well 
as  Technician  and  Novice  Class  licenses, 
will  be  conducted  in  accordance  with  the 
provisions  of  paragraph  (c)  of  this  sec¬ 
tion.  The  examinations  for  Conditional 
Class  will  be  available  only  under  one  or 
more  of  the  following  conditions: 

(1)  If  the  applicant’s  actual  residence 
and  proposed  amateur  station  location 
are  more  than  75  miles  airline  distance 
from  the  nearest  location  at  which 
examinations  are  conducted  by  an  au¬ 
thorized  Commission  employee  or  repre¬ 
sentative  at  intervals  of  not  more  than 
3  months  for  amateur  operator  licenses; 
or 

(2)  If  the  applicant  is  shown  by 
physician’s  certificate  to  be  unable  to 
appear  for  examination  because  of  pro¬ 
tracted  disability:  or 

(3)  If  the  applicant  is  shown  by  cer¬ 
tificate  of  the  commanding  officer  to  be 
in  the  armed  forces  of  the  United  States 
at  an  Army,  Navy,  Air  Force,  or  Coast 
Guard  station  and,  for  that  reason,  to 
to  unable  to  appear  for  examination  at 
the  time  and  place  designated  by  the 
Commission. 

(b)  A  holder  of  a  Conditional,  Tech¬ 
nician,  or  Novice  Class,  license  obtained 
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on  the  basis  of  an  examination  under  the 
provisions  of  paragraph  (c)  of  this  sec¬ 
tion  is  not  required  to  be  re-examined 
when  changing  residence  and  station 
location  to  within  a  regular  examination 
area,  nor  when  a  new  examination  lo¬ 
cation  is  established  within  75  miles  of 
such  licensee’s  residence  and  station 
location. 

(c)  Each  examination  for  Conditional 
Class  license,  or  for  Technician,  or 
Novice  Class  license  shall  be  conducted 
and  supervised  by  not  more  than  two 
volunteer  examiners,  whom  the  Com¬ 
mission  may  designate  or  permit  the 
applicant  to  select  (not  more  than  one 
examiner  for  the  code  test  and  not  more 
than  one  examiner  for  the  complete 
written  examination) .  In  the  event  the 
examiner  for  the  code  test  is  selected  by 
the  applicant,  such  examiner  shall  be  the 
holder  of  an  Extra  Class,  Advanced  Class, 
or  General  Class  amateur  operator 
license;  or  shall  have  held,  within  the  5 
years  prior  to  the  date  of  the  examina¬ 
tion,  a  commercial  radiotelegraph  op¬ 
erator  license  issued  by  the  Commission, 
or  within  that  time  shall  have  been  em¬ 
ployed  in  the  service  of  the  United  States 
as  the  operator  of  a  manually  operated 
radiotelegraph  station.  The  examiner 
for  the  written  test  shall  be  at  least  21 
years  of  age.  Examinations  for  Condi¬ 
tional  Class  will  be  available  only  under 
special  conditions  set  forth  in  paragraph 
(a)  (1),  (2),  or  (3)  of  this  section. 

§  12.45  Additional  examination  for 
holders  of  Conditional  Class  operator  li¬ 
censes.  (a)  The  Commission  may  re¬ 
quire  a  licensee  holding  a  Conditional 
Class  of  operator  license  to  appear  for  a 
General  Class  license  examination  at  a 
location  designated  by  the  Commission. 
If  the  licensee  fails  to  appear  for  the 
General  Class  examination  when  direct¬ 
ed  to  do  so,  or  fails  to  pass  such  exami¬ 
nation,  the  Conditional  Class  operator 
license  previously  issued  shall  be  subject 
to  cancellation  and,  upon  cancellation, 
a  new  license  will  not  be  issued  for  the 
Conditional  Class  privileges. 

(b)  Whenever  the  holder  of  a  condi¬ 
tional  class  amateur  operator  license  is 
required  by  the  Commission  to  restrict 
the  operation  of  his  amateur  station,  in 
accordance  with  the  provisions  of 
§§  12.152,  12.153  and  12.154,  the  neces¬ 
sity  for  those  restrictions  shall  be  con¬ 
sidered  suflBcient  grounds  to  require  the 
holder  of  the  Conditional  Class  license  to 
appear  for  the  General  Class  examina¬ 
tion. 

§  12.46  Examination  credit,  (a)  An 
applicant  for  a  higher  class  of  amateur 
operator  license  who  holds  a  valid  ama¬ 
teur  operator  license  issued  upon  the 
basis  of  an  examination  by  the  Commis¬ 
sion  will  be  required  to  pass  only  those 
elements  of  the  higher  class  examination 
that  were  not  included  in  the  examina¬ 
tion  for  the  amateur  license  held  when 
such  application  was  filed.  However, 
credit  will  not  be  allowed  for  licenses 
Issued  on  the  basis  of  an  examination 
given  under  the  provisions  of  9  12.44  (c). 

(b)  An  applicant  for  any  class  of 
amateur  operator  license,  except  the 
Extra  Class,  will  be  given  credit  for  the 
telegraph  code  element  if  within  live 
years  prior  to  the  receipt  of  his  applica¬ 


tion  by  the  Commission  he  held  a  com¬ 
mercial  radiotelegraph  operator  license 
or  permit  issued  by  the  Federal  Com¬ 
munications  Commission. 

(c)  An  applicant  for  Amateur  Extra 
Class  operator  license  will  be  given  credit 
for  examination  elements  1  (C)  and  4 
(B)  if  he  so  requests  and  submits  evi¬ 
dence  of  having  held  a  valid  amateur 
radio  station  or  operator  license  Issued 
by  any  agency  of  the  United  States  Gov¬ 
ernment  during  or  prior  to  April  1917, 
and  qualifies  for  or  currently  holds  a 
valid  amateur  operator  license  of  the 
General  or  Advanced  Class. 

(d)  No  examination  credit,  except  as 
herein  provided,  shall  be  allowed  on  the 
basis  of  holding  or  having  held  any  ama¬ 
teur  or  commercial  operator  license. 

§  12.47  Examination-procedure.  All 
written  portions  of  the  examinations  for 
amateur  operator  privileges  shall  be 
completed  by  the  applicant  in  legible 
handwriting  or  hand  printing,  and  dia¬ 
grams  shall  be  drawn  by  hand,  by  means 
of  either  pen  and  ink  or  pencil.  When¬ 
ever  the  applicant’s  signature  is  required, 
his  normal  signature  shall  be  used.  Ap- 
plipants  unable  to  comply  with  these  re¬ 
quirements,  because  of  physical  disabil¬ 
ity,  may  dictate  their  answers  to  the 
examination  questions  and  the  receiv¬ 
ing  code  test  and  if  unable  to  draw  re¬ 
quired  diagrams,  may  dictate  a  detailed 
description  essentially  equivalent.  If  the 
examination  or  any  part  thereof  is  dic¬ 
tated,  the  examiner  shall  certify  the 
nature  of  the  applicant’s  disability  and 
the  name  and  address  of  the  person  (s) 
taking  and  transcribing  the  applicant’s 
dictation. 

§  12.48  Grading,  (a)  Code  tests  for 
sending  and  receiving  are  graded  sepa¬ 
rately.  Failure  to  pass  the  required  code 
test  for  either  sending  or  receiving  will 
terminate  the  examination. 

(b)  Seventy-four  percent  is  the  pass¬ 
ing  grade  for  written  examinations.  For 
the  purpose  of  grading,  all  elements, 
other  than  element  4  (B),  required  in 
qualifying  for  a  particular  license  will  be 
considered  a  single  examination,  and 
element  4  (B),  will  be  considered  as  a 
separate  examination. 

9  12.49  Eligibility  for  reexamination. 
An  applicant  who  fails  examination  for 
an  amateur  operator  license  may  not 
take  another  examination  for  the  same 
or  a  higher  class  amateur  operator  li¬ 
cense  within  30  days,  except  that  this 
limitation  shall  not  apply  to  an  exami¬ 
nation  for  a  General  Class  license  fol¬ 
lowing  an  examination  conducted  by  a 
volunteer  examiner  for  a  Novice,  Tech¬ 
nician,  or  Conditional  Class  license. 

§  12.50  Code  test  procedure.  The  code 
test  required  of  an  applicant  for  amateur 
radiq  operator  license,  in  accordance 
with  the  provisions  of  §§  12.42  and  12.43 
shall  determine  the  applicant’s  ability 
to  transmit  by  hand  key  (straight  key  or 
if  supplied  by  the  applicant,  any  other 
type  of  hand  operated  key  such  as  a 
semi-automatic  or  electronic  key)  and 
to  receive  by  ear,  in  plain  language,  mes¬ 
sages  in  the  International  Morse  Code 
at  not  less  than  the  prescribed  speed, 
free  from  omission  or  other  error  for  a 
continuous  period  of  at  least  1  minute 


during  a  test  period  of  5  minutes  count¬ 
ing  five  characters  to  the  word,  each 
numeral  or  punctuation  mark  counting 
as  two  characters. 

Amateur  Radio  Stations 
LICENSES 

9  12.60  Limitations  on  antenna  struc¬ 
tures.  (a)  No  new  antenna  structure 
shall  be  erected  for  use  by  any  station 
in  the  Amateur  Radio  Service,  and  no 
change  shall  be  made  in  any  existing 
antenna  structure  used  or  intended  to  be 
used  by  any  station  in  the  Amateur 
Radio  Service  so  as  to  increase  its  over¬ 
all  height  above  ground  level,  without 
prior  approval  by  the  Commission,  in  any 
case  when  either  (1)  the  antenna  struc¬ 
ture  proposed  to  be  erected  will  exceed  an 
overall  height  of  170  feet  above  ground 
level,  except  where  the  antenna  is 
mounted  on  an  existing  man-made  struc¬ 
ture  other  than  an  antenna  structure  and 
does  not  increase  the  overall  height  of 
such  man-made  structure  by  more  than 
20  feet,  or  (2)  the  antenna  structure  pro¬ 
posed  to  be  erected  will  exceed  an  overall 
height  of  one  foot  above  the  established 
airport  (landing  area)  elevation  for  each 
200  feet  of  distance,  or  fraction  thereof, 
from  the  nearest  boundary  of  such  land¬ 
ing  area,  except  where  the  antenna  does 
not  exceed  20  feet  above  the  ground  or 
if  the  antenna  is  mounted  on  an  existing 
man-made  structure  other  than  an  an¬ 
tenna  structure  or  natural  formation  and 
does  not  increase  the  overall  height  of 
such  man-made  structure  or  natural  for¬ 
mation  by  more  than  20  feet  as  a  result 
of  such  mounting.  Application  for  Com¬ 
mission  approval,  when  such  approval  is 
required,  shall  be  submitted  on  FCC 
Form  401-A  (revised),  in  triplicate. 

(b)  In  cases  where  FCC  Form  401-A 
(revised)  is  required  to  be  filed,  further 
details  as  to  whether  an  aeronautical 
study  and/or  obstruction  marking  may 
be  required,  and  specifications  for  ob¬ 
struction  marking  when  required,  may  be 
obtained  from  Part  17  of  this  chapter, 
“Construction,  Marking  and  Lighting  of 
Antenna  Structures.’’  Information  re¬ 
garding  requirements  as  to  inspection  of 
obstruction  marking,  recording  of  in¬ 
formation  regarding  such  inspection, 
and  maintenance  of  antenna  structures 
is  also  contained  in  Part  17  of  this 
chapter. 

§  12.61  Eligibility  for  amateur  station 
license.  A  license  for  an  amateur  sta¬ 
tion  will  be  issued  in  response  to  proper 
application  therefor  to  a  licensed  ama¬ 
teur  operator  who  has  made  a  satisfac¬ 
tory  showing  of  control  of  the  transmit¬ 
ting  station  for  which  license  is  desired 
and  of  control  of  the  specific  premises 
upon  which  all  of  the  station  apparatus 
is  to  be  located,  at  a  designated  fixed 
location.  An  amateur  station  license 
may  be  issued  to  an  individual,  not  a 
licensed  amateur  operator  (other  than 
an  alien  or  a  representative  of  an  alien 
or  of  a  foreign  government),  who  is  in 
charge  of  a  proposed  amateur  station 
located  in  approved  public  quarters  and 
established  for  training  purposes  in  con¬ 
nection  with  the  armed  forces  of  the 
United  States,  but  not  operated  by  the 
United  States  Government. 
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§  12.62  Eligibility  of  corporations  or 
organizations  to  hold  license.  An  ama¬ 
teur  station  license  will  not  be  issued  to 
a  school,  company,  corporation,  associa¬ 
tion,  or  other  organization,  nor  for  its 
use.  except  that  in  the  case  of  a  bona  fide 
amateur  radio  organization  or  society, 
a  station  license  may  be  issued  to  a  li¬ 
censed  amateur  operator,  other  than  the 
holder  of  a  Novice  Class  license,  as  trus¬ 
tee  for  such  society. 

§  12.63  Application  for  amateur  sta~ 
tion  license,  (a)  Each  application  for 
an  amateur  station  license  shall  comply 
with  the  Commission’s  rules  and  regula¬ 
tions  and  shall  be  made  in  writing,  sub¬ 
scribed  and  verified  on  FCC  Form  No. 
610  (application  for  amateur  operator 
and/or  station  license).  FCC  Form  No. 
602  should  be  used  where  the  applicant 
is  in  charge  of  a  proposed  amateur  sta¬ 
tion  located  in  approved  public  quarters 
and  established  for  training  purposes  in 
connection  with  the  armed  forces  of  the 
United  States,  but  not  operated  by  the 
United  States  Government. 

(b)  One  application  and  all  papers 
Incorporated  therein  and  made  a  part 
thereof  shall  be  submitted  for  each 
amateur  station  license.  If  the  applica¬ 
tion  is  for  station  license  only,  it  shall  be 
filed  directly  with  the  Commission  at  ius 
Washington  25,  D.  C.  ofiBce.  If  the  ap¬ 
plication  also  contains  application  for 
any  class  of  amateum  operator  license,  it 
shall  be  filed  in  accordance  with  the 
provisions  of  §  12.22. 

§12.64  Location  of  station,  (a)  Every 
amateur  station  shall  have  a  fixed  trans¬ 
mitter  location.  Only  one  fixed  trans¬ 
mitter  location  will  be  authorized  and 
will  be  designated  on  the  license  for  each 
amateur  station,  except  that  when  re¬ 
mote  control  is  authorized,  the  location 
of  the  remote  control  position  as  well  as 
the  location  of  the  remotely  controlled 
transmitter  shall  be  considered  as  fixed 
transmitter  locations  and  will  be  so  des¬ 
ignated  on  the  station  license.  Unless 
remote  control  of  the  transmitting  ap¬ 
paratus  is  authorized,  such  apparatus 
shall  be  operated  only  by  a  duly  licensed 
amateur  radio  operator  present  at  the 
location  of  such  apparatus. 

(b)  Authority  for  operation  of  an 
amateur  station  with  the  licensed  oper¬ 
ator  on  duty  at  a  specific  remote  control 
point  in  lieu  of  the  remote  transmitter 
location  may  be  granted  upon  filing  an 
application  for  a  modified  station  license 
on  FCC  Form  No.  610  or  FCC  Form  No. 
602,  as  appropriate,  and  provided  that 
the  following  conditions  are  met; 

(1)  The  remote  control  point  as  well 
as  the  remotely  controlled  transmitter, 
shall  be  located  on  premises  controlled 
by  the  licensee. 

(2)  The  remotely  controlled  transmit¬ 
ter  shall  be  so  installed  and  protected 
that  it  is  inaccessible  to  other  than  duly 
authorized  persons. 

(3)  In  addition  to  the  requirements 
of  §  12.68  a  photocopy  of  the  amateur 
station  license  shall  be  posted  in  a  con¬ 
spicuous  place  at  the  location  of  the 
remotely  controlled  transmitter. 

(4)  Means  shall  be  provided  at  the 
control  point  to  permit  the  continuous 
monitoring  of  the  emissions  of  the  re« 


motely  controlled  transmitter,  and  it 
shall  be  continuously  monitored  when  in 
operation. 

(5)  Means  shall  be  provided  at  the 
remote  control  point  immediately  to 
suspend  the  radiation  of  the  transmitter 
when  there  is  any  deviation  from  the 
terms  of  the  station  license  or  from  the 
Rules  Governing  Amateur  Radio  Service. 

(6)  In  the  event  that  operation  of  an 
amateur  transmitter  from  a  remote  con¬ 
trol  point  by  radio  is  desired,  an  appli¬ 
cation  for  a  modified  station  license  on 
FCC  Form  No.  610  or  FCC  Form  No.  602, 
as  appropriate,  should  be  submitted  with 
a  letter  requesting  authority  to  operate 
in  such  a  manner  stating  that  the  con¬ 
trolling  transmitter  at  the  remote  loca¬ 
tion  will  operate  within  amateur  fre¬ 
quency  bands  420  megacycles  or  higher 
and  that  there  will  be  full  compliance 
with  subparagraphs  (1)  through  (5)  of 
this  paragraph.  Supplemental  state¬ 
ments  and  diagrams  should  accompany 
the  application  and  show  how  radio  re¬ 
mote  control  will  be  accomplished  and 
what  means  will  be  employed  to  prevent 
unauthorized  operation  of  the  transmit¬ 
ter  by  signals  other  than  those  from  the 
controlling  unit.  There  should  be  in-  . 
cluded  complete  data  on  control  chan-  - 
nels,  relays  and  functions  of  each, 
directional  antenna  design  for  the  trans¬ 
mitter  and  receiver  in  the  control  circuit, 
and  means  employed  for  turning  on  and 
off  the  main  transmitter  from  the  re¬ 
mote  control  location. 

(c)  An  amateur  transmitter  may  be 
operated  from  a  remote  control  point  in 
lieu  of  the  remote  transmitter  location 
without  special  authorization  by  the 
Commission  when  there  is  direct  me¬ 
chanical  control  or  direct  electrical 
control  by  wired  connections  of  the 
transmitter  from  a  point  located  in  the 
same  or  closely  adjoining  building  or 
structure  provided  there  is  full  compli¬ 
ance  with  the^  conditions  set  forth  in 
paragraph  (b)'  (1)  through  (5)  of  this 
section. 

§  12.65  License  period.  The  license 
for  an  amateur  station  is  normally  valid 
for  a  period  of  5  years  from  the  date*  of 
issuance  of  a  new  or  renewed  license  ex¬ 
cept  that  an  amateur  station  license 
issued  to  the  holder  of  a  Novice  Class 
amateur  operator  license  is  normally 
valid  for  a  period  of  1  year  from  the 
date  of  issuance.  Any  modified  or  dupli¬ 
cate  license  shall  bear  the  same  expira¬ 
tion  date  as  the  license  for  which  it  is  a 
modification  or  duplicate. 

§  12.66  Authorized  apparatus.  An 
amateur  station  license  authorizes  the 
use  under  control  of  the  licensee  of  all 
transmitting  apparatus  at  the  fixed  loca¬ 
tion  specified  in  the  station  license  which 
is  operated  on  any  frequency,  or  frequen¬ 
cies  allocated  to  the  amateur  service,  and 
in  addition  authorizes  the  use,  under 
control  of  the  licensee,  of  portable  and 
mobile  transmitting  apparatus  operated 
at  other  locations. 

§  12.67  Renewal  of  amateur  station 
license,  (a)  Application  for  renewal  of 
station  license  ^thout  modification  shall 
be  submitted  on  FCC  Form  405-A.  Ap¬ 
plications  on  Form  405-A  should  not  be 
accompanied  by  the  applicant’s  license. 


Unless  otherwise  directed  by  the  Com¬ 
mission,  each  application  for  renewal  of 
license  shall  be  filed  during  the  last  120 
days  of  the  license  term  or  within  a 
period  of  grace  of  one  year  after  the  ex¬ 
piration  date  of  such  license.  During 
this  one  year  period  of  grace  an  expired 
license  is  iiot  valid.  A  renewed  license 
Issued  upon  the  basis  of  an  application 
filed  during  the  grace  period  will  be  dated 
currently  and  will  not  be  back-dated  to 
the  date  of  expiration  of  the  license  being 
renewed.  This  one  year  period  of  grace 
shall  apply  only  to  licenses  expiring  on 
or  after  January  1, 1951.  In  any  case  in 
which  the  licensee  has,  in  accordance 
with  the  Commission’s  rules  made  timely 
and  sufiBcient  application  for  renewal  of 
license,  no  license  with  reference  to  any 
activity  of  a  continuing  nature  shall  ex¬ 
pire  until  such  application  shall  have 
been  finally  determined. 

(b) .  A  renewal  application  which  in¬ 
cludes  a  modification  (change  of  ad¬ 
dress)  shall  be  submitted  on  FCC  Form 
610  and  shall  be  accompanied  by  the 
applicant’s  amateur  station  license,  and 
also  by  his  amateur  operator  license  if  he 
holds  one. 

(c)  Renewal  applications  shall  be  gov¬ 
erned  by  applicable  rules  in  force  on  the 
date  when  application  is  filed. 

§  12.68  Availability  of  station  license. 
The  original  license  of  each  amateur 
station  or  a  photocopy  thereof  shall  be 
posted  in  a  conspicuous  place  in  the  room 
occupied  by  the  licensed  operator  while 
the  station  is  being  operated  at  a  fixed 
location  or  shall  be  kept  in  his  personal 
possession.  When  the  station  is  operated 
at  other  than  a  fixed  location,  the  orig¬ 
inal  station  license  or  a  photocopy 
thereof  shall  be  kept  in  the  personal  pos¬ 
session  of  the  station  licensee  (or  a 
licensed  representative)  who  shall  be 
present  at  the  station  w'hile  it  is  being 
operated  as  a  portable  or  mobile  station. 
The  original  station  license  shall  be 
available  for  inspection  by  any  author¬ 
ized  Government  ofBcial  at  all  times 
while  the  station  is  being  operated  and 
at  other  times  upon  request  made  by  an 
authorized  representative  of  the  Com¬ 
mission,  except  when  such  license  has 
been  filed  with  application  for  modifica¬ 
tion  or  renewal  thereof,  or  has  been 
mutilated,  lost,  or  destroyed,  and  ap¬ 
plication  has  been  made  for  a  duplicate 
license  in  accordance  with  §  12.26. 

§  12.69  Revocation  of  station  license 
and  issuance  of  cease  and  desist  orders. 
(a)  Whenever  it  appears  that  a  station 
license  should  be  revoked  for  any  of  the 
reasons  set  forth  in 'section  312  (a)  of 
the  Communications  Act  of  1934,  as 
amended,  or  a  cease  and  desist  order 
should  be  issued  for  any  of  the  reasons 
specified  in  section  312  (b)  of  the  act,  the 
Commission  will  issue  an  order  directing 
the  licensee  to  show  cause  why  an  order 
of  revocation  or  a  cease  and  desist  order, 
as  the  case  may  be,  should  not  be  issued. 

(b)  Any  order  to  show  cause  issued  in 
accordance  with  paragraph  (a)  of  this 
section  will  contain  a  statement  of  mat¬ 
ters  with  respect  to  which  the  Commis¬ 
sion  is  inquiring  and  will  call  upon  the 
licensee  to  appear  before  the  Commis¬ 
sion  at  a  time  and  place  stated  in  the 
order,  but  in  no  event  less  than  thirty 
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(30)  dasTS  after  the  receipt  of  such  order, 
and  give  evidence  upon  the  matter  spec¬ 
ified  therein;  except  that  where  safety 
of  life  or  property  is  involved,  the  Com¬ 
mission  may  provide  in  the  order  for  a 
shorter  period. 

(c)  In  order  to  avail  himself  of  the  op¬ 
portunity  to  appear  before  the  Commis¬ 
sion  at  the  time  and  place  stated  in  the 
show  cause  order  to  give  evidence  upon 
the  matter  specified  therein,  the  licensee, 
in  person  or  by  his  attorney,  shall,  within 
30  days  of  the  receipt  of  the  order,  or 
such  shorter  period  as  may  be  specified 
therein  if  the  safety  of  life  and  property 
is  involved,  file  with  the  Commission,  in 
triplicate,  a  written  appearance  stating 
that  he  will  appear  and  present  evidence 
on  the  matter  specified  in  the  order. 

(d)  The  hearing  on  the  matter  spec¬ 
ified  in  the  order  to  show  cause,  and  the 
practice  and  procedure  in  connection 
therewith,  shall  accord  with  the  provi¬ 
sions  of  Subparts  P  and  G  of  Part  1  of 
this  chapter,  except  that  in  all  such  hear¬ 
ings  the  burden  of  proof  shall  be  upon 
the  Commission. 

(e)  If  the  licensee  does  not  desire  to 
appear  before  the  Commission  and  give 
evidence  upon  the  matter  specified  in  the 
show  cause  order,  he  shall,  within  30  days 
of  the  receipt  of  the  order,  or  such 
shorter  period  as  may  be  specified  there¬ 
in  if  the  safety  of  life  or  property  is  in¬ 
volved,  file  with  the  Commission,  in  trip¬ 
licate,  a  written  waiver  of  hearing.  Such 
waiver,  which  shall  include  the  name  of 
the  licensee  to  whom  the  show  cause 
order  was  addressed,  the  call  letters  of 
his  station,  if  any,  and  the  docket  num¬ 
ber  of  the  proceeding,  may  be  accom¬ 
panied  by  a  statement  of  reasons  why 
the  licensee  believes  that  the  order  of 
revocation  or  a  cease  and  desist  order, 
as  the  case  may  be,  should  not  be  issued. 

(f)  If  the  licensee  fails  timely  to  re¬ 
spond  to  an  order  to  show  cause  or  fails 
to  appear  at  a  hearing,  such  failure  will 
be  deemed  a  waiver  of  hearing. 

(g)  If  the  licensee  waives  a  hearing  in 
accordance  with  the  provisions  of  para¬ 
graph  (e),of  this  section  and  fails  to  sub¬ 
mit  a  statement  therewith  showing  why 
he  believes  an  order  of  revocation  or  a 
cease  and  desist  order  should  not  be  is¬ 
sued,  or  if  he  is  deemed  to  waive  a  hear¬ 
ing  in  accordance  with  the  provisions  of 
paragraph  (f)  of  this  section,  the  alle¬ 
gations  specified  in  the  order  to  show 
cause  will  be  deemed  to  be  admitted  and 
a  decision  will  be  issued  by  the  Commis¬ 
sion  invoking  the  sanction  specified  in 
the  order  to  show  cause.  If  a  hearing  is 
waived  pursuant  to  paragraph  (e)  of  this 
section  but  a  written  statement  as  to  why 
an  order  of  revocation  or  cease  and  desist 
order  should  not  be  issued  is  submitted, 
the  Commission  will,  on  the  basis  of  the 
facts  before  it  as  supplemented  by  such 
written  statement,  issue  a  decision  stat¬ 
ing  its  reasons  for  invoking  the  sanction 
specified  in  the  order  to  show  cause  or 
for  dismissing  the  proceeding,  as  the  case 
may  be:  Provided,  That  where  the  writ¬ 
ten  statement  contains  factual  allega¬ 
tions  contrary  to  those  upon  which  the 
show  cause  order  was  based,  the  Com¬ 
mission  may  call  upon  the  submitting 
party  to  furnish  additional  information 
under  oath,  or,  if  necessary,  designate 
the  proceeding  for  oral  hearing.  The 


decisions  of  the  Commission  referred  to 
in  this  paragraph  shall  have  the  same 
effect  as  an  initial  decision,  and  the  pro¬ 
cedure  to  be  followed  thereafter  shall  be 
the  same  as  in  the  case  of  an  initial  deci¬ 
sion  issued  in  the  coiurse  of  the  regular 
hearing  procedure  (see  §§  1.853-1.857  of 
this  chapter). 

(h)  Any  order  of  revocation  or  cease 
and  desist  order  issued  pursuant  to  this 
section  shall  include  a  statement  of  the 
findings  and  the  groimds  and  reasons 
therefor  and  specify  the  effective  date  of 
the  order,  and  shall  be  served  on  said 
licensee. 

§  12.70  Modification  of  station  license. 

(a)  Whenever  the  Commission  shall  de¬ 
termine  that  public  interest,  conven¬ 
ience,  and  necessity  would  be  served,  or 
any  treaty  ratified  by  the  United  States 
will  be  more  fully  complied  with,  by  the 
modification  of  any  radio  station  license 
either  for  a  limited  time,  or  for  the  dura¬ 
tion  of  the  term  thereof,  it  shall  issue  an 
order  for  such  licensee  to  show- cause  why 
such  license  should  not  be  modified. 

(b)  Such  order  to  show  cause  shall 
contain  a  statement  of  the  grounds  and 
reasons  for  such  proposed  modification, 
and  shall  specify  wherein  the  said  license 
is  required  to  be  modified.  It  shall  re¬ 
quire  the  licensee  against  whom  it  is 
directed  to  appear  at  a  place  and  time 
therein  named,  in  no  event  to  be  less 
than  30  days  from  the  date  of  receipt 
of  the  order  to  show  cause  why  the  pro¬ 
posed  modification  should  not  be  made 
and  the  order  of  modification  issued. 

(c)  If  the  licensee  against  whom  the 
order  to  show  cause  is  directed  does  not 
appear  at  the  time  and  place  provided 
In  said  order,  a  final  order  of  modifica¬ 
tion  shall  issue  forthwith. 

CALL  SIGNS 

§  12.81  Assignment  of  call  signs,  (a) 
The  call  signs  of  amateur  stations  will 
be  assigned  systematically  by  the  Com¬ 
mission  with  the  following  exceptions: 

( 1 )  A  specific  unassigned  call  sign  may 
be  reassigned  to  the  most  recent  holder 
thereof ; 

(2)  A  specific  unassigned  call  sign  may 
be  assigned  to  a  previous  holder  if  not 
under  license  during  the  past  5  years; 

(3 )  A  specific  unassigned  call  sign  may 
be  assigned  to  an  amateur  organization 
in  memoriam  to  a  deceased  member  and 
former  holder  thereof; 

(4)  A  specific  call  sign  may  be  tem¬ 
porarily  assigned  to  a  station  connected 
with  an  event,  or  events,  of  general  pub¬ 
lic  interest; 

(5)  An  unassigned  “two-letter  call 
sign”  (a  call  sign  having  two  letters  fol¬ 
lowing  the  numeral)  may  be  assigned  to 
a  previous  holder  of  a  two-letter  call 
sign  the  prefix  of  which  consisted  of  not 
more  than  a  single  letter. 

(b)  An  amateur  call  sign  will  consist 
of  a  sequence  of  one  or  two  letters,  a 
numeral  designating  Uie  call  sign  area, 
and  two  or  three  letters.  The  call  sign 
areas  are  as  follows: 

No. 

1.  Maine,  New  Hampshire,  Vermont,  Massa¬ 

chusetts,  Rhode  Island,  Connecticut. 

2.  New  York,  New  Jersey. 

3.  Pennsylvania,  Delaware,  Maryland,  District 

of  Columbia. 


4.  Virginia,  North  and  South  Carolina,  Geor¬ 

gia,  Florida,  Alabama,  Tennessee,  Ken¬ 
tucky,  Puerto  Rico  and  Virgin  Islands. 

5.  Mississippi,  Louisiana.  Arkansas.  Okla¬ 

homa,  Texas,  New  Mexico. 

6.  California,  Hawaii  and  Pacific  possessions 

except  those  Included  In  area  7. 

7.  Oregon,  Washington,  Idaho,  Montana, 

Wyoming,  Arizona,  Nevada.  Utah,  Alaska 
and  adjacent  Islands. 

8.  Michigan,  Ohio,  West  Virginia. 

9.  Wisconsin,  Illinois,  Indiana. 

0.  Colorado.  Nebraska,  North  and  South  Da¬ 
kota,  Kansas,  Minnesota,  Iowa,  Missouri. 

§  12.82  Transmission  of  call  signs,  (a) 
(1)  The  operator  of  an  amateur  station 
shall  transmit  the  call  sign  of  the  station 
or  stations  (or  may  transmit  the  gen¬ 
erally  accepted  Identification  of  the  net¬ 
work)  being  called  or  communicated 
with,  or  shall  identify  appropriately  any 
other  purpose  of  a  transmission,  followed 
by  the  authorized  call  sign  of  the  station 
transmitting: 

(1)  At  the  beginning  and  end  of  each 
single  transmission  or; 

(ii)  At  the  beginning  and  end  of  a 
series  of  transmissions  between  stations 
having  established  communication,  each 
transmission  of  which  is  of  less  than 
three  minutes  duration  (the  identifica¬ 
tion  at  the  end  of  such  a  series  may  be 
omitted  when  the  duration  of  the  entire 
series  is  less  than  three  minutes),  and; 

(iii)  At  least  once  every  ten  minutes 
or  as  soon  thereafter  as  possible  during 
a  series  of  transmissions  between  sta¬ 
tions  having  established  commimication, 
and; 

(iv)  At  least  once  every  ten  minutes 
during  any  single  transmission  of  more 
than  ten  minutes  duration. 

(2)  The  required  identification  shall 
be  transmitted  on  the  frequency  or  fre¬ 
quencies  being  employed  at  the  time  and, 
in  accordance  with  the  tjqie  of  emission 
authorized  thereon,  shall  be  by  either 
telegraphy  using  the  International  Morse 
Code,  or  telephony.  In  addition  to  the 
foregoing,  when  a  method  of  communi¬ 
cation  other  than  telephony  or  teleg¬ 
raphy  using  the  International  Morse 
Code  Is  being  used  or  attempted,  the 
prescribed  identification  shall  also  be 
transmitted  by  that  method. 

(b)  In  addition  to  complying  with  the 
requirements  of  paragraph  (a)  of  this 
section,  an  operator  of  an  amateur  sta¬ 
tion  operated  as  a  portable  or  mobile 
station  using  radiotelegraphy  shall 
transmit  immediately  after  the  call  sign 
of  such  station,  the  fraction-bar  charac¬ 
ter  (DN)  followed  by  the  number  of  the 
amateur  call  sign  area  in  which  the 
portable  or  mobile  amateur  station  is 
then  being  operated,  as  for  example: 

Example  1.  Portable  or  mobile  amatetir 
station  operating  in  the  third  amateur  call 
sign  area  calls  a.  fixed  amateur  station: 
WlABC  WlABC  WlABC  DE  W2DEF  DN  3 
W2DEP  DN  3  W2DEP  DN  3  AR. 

Example  2.  Fixed  amateur  station  answers 
the  portable  or  mobile  amateur  station: 
W2DEF  W2DEF  W2DEF  DE  WlABC  K. 

Example  3.  Portable  or  mobile  amateur 
station  calls  a  portable  or  mobile  amateur 
station:  W3GHI  W3GHI  W3GHI  DE  W4JKL 
^  4  W4JKL  DN  4  W4JKL  DN  4  AR. 

When  telephony  is  used,  the  call  sign 
of  the  station  shall  be  preceded  by  the 
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words  "this  is”  or  the  word  “from”  in¬ 
stead  of  the  letters  “de,”  followed  by  an 
announcement  of  the  geographical  loca¬ 
tion  in  which  the  portable  or  mobile 
station  is  being  operated. 

f  Example  4.  Portable  or  mobile  amateur 
radiotelephone  station  operating  In  the  third 
call  area  calls  a  fixed  amateiir  station: 
WlABC  WlABC  WlABC  “this  is”  or  the  word 
“from”  W2DEP  W2DEP  W2DEP  operating 
portable  (or  mobile)  3  miles  north  of 
Bethesda,  Md.,  over. 

(c)  When  telephony  is  used,  the 
transmission  of  call  signs  prescribed  by 
paragraphs  (a)  and  (b)  of  this  section 
may  be  made  by  the  person  transmitting 
by  voice  in  lieu  of  a  duly  licensed  oper¬ 
ator  provided  the  licensed  operator 
maintains  the  control  required  by  §  12.28. 

(d)  When  using  telephony,  phonetic 
aids  to  identify  the  call  sign  of  the  sta¬ 
tion  may  be  employed. 

(e)  In  addition  to  complying  with  the 
requirements  of  paragraph  (a)  of  this 
section,  an  operator  of  an  amateur  sta¬ 
tion  operated  as  a  mobile  station  aboard 
a  vessel  on  the  high  seas,  or  aboard  an 
aircraft  en  route  on  an  international 
flight,  shall,  when  the  vessel  or  aircraft 
is  outside  the  10  call  sign  areas  pre¬ 
scribed  by  the  Commission  in  §  12.81 
(b),  comply  with  the  following  calling 
procedure: 

(1)  Mobile  operations  aboard  a  vessel. 

(1)  When  using  telegraphy  the  ama¬ 
teur  operator  shall  transmit  immedi¬ 
ately  after  the  call  sign  of  the  station  the 
fraction  bar  DN  followed  by  the  desig¬ 
nator  MM  to  indicate  that  the  station 
is  being  operated  as  a  mobile  station 
aboard  a  vessel.  In  addition,  the  name 
of  the  vessel  and  its  approximate  geo¬ 
graphical  location  shall  be  transmitted 
at  the  end  of  each  transmission  immedi¬ 
ately  prior  to  signing  off.  If  the  vessel 
does  not  have  a  name,  the  number  of  the 
vessel  shall  be  transmitted  in  lieu  of  the 
name  of  the  vessel. 

(ii)  When  using  telephony  the  call 
sign  of  the  station  shall  be  preceded  by 
the  words  “this  is”,  or  the  word  “from” 
followed  by  the  words  “maritime  mo¬ 
bile”  to  indicate  that  the  station  is  being 
operated  as  a  mobile  station  aboard  a 
vessel.  In  addition  the  name  of  the 
vessel,  and  its  approximate  geographical 
location  shall  be  transmitted  at  the  end 
of  each  transmission  immediately  prior 
to  signing  off.  If  the  vessel  does  not 
have  a  name,  the  number  of  the  vessel 
shall  be  transmitted  in  lieu  of  the  name 
of  the  vessel. 

(2)  Mobile  operations  aboard  aircraft. 

(i)  When  using  telegraphy  the  ama¬ 
teur  operator  shall  transmit  immedi¬ 
ately  after  the  call  sign  of  the  station  the 
fraction  bar  DN  followed  by  the  desig¬ 
nator  AM  to  indicate  that  the  station  is 
being  operated  as  a  mobile  station  aboard 
an  aircraft.  In  addition,  the  number  of 
the  aircraft  and  its  approximate  geo¬ 
graphical  location  shall  be  transmitted 
at  the  end  of  each  transmission  imme¬ 
diately  prior  to  signing  off. 

(ii)  "l^en  using  telephony  the  call 
sign  of  the  station  shall  be  preceded  by 
the  words  “this  is”,  or  the  word  “from” 
followed  by  the  words  “aeronautical  mo¬ 
bile”,  to  indicate  that  the  station  is  being 
operated  as  a  mobile  station  aboard  an 


aircraft.  In  addition,  the  number  of  the 
aircraft  and  its  approximate  geograph¬ 
ical  location  shall  be  transmitted  at  the 
end  of  each  transmission  immediately 
prior  to  signing  off. 

PORTABLE  AND  MOBILE  STATIONS 

§  12.91  Requirements  for  portable 
and  mobile  operation,  (a)  Within  the 
continental  limits  of  the  United  States, 
its  territories,  or  possessions,  an  amateur 
station  may  be  operated  as  either  a  port¬ 
able  or  a  mobile  station  on  any  fre¬ 
quency  authorized  and  available  for  the 
amateur  radio  service.  Whenever  port¬ 
able  operation  is,  or  is  likely  to  be,  for  an 
over-all  period  in  excess  of  48Tiours  away 
from  the  flxed  transmitter  location  des¬ 
ignated  in  the  station  license,  the  licensee 
shall  give  prior  written  notice  to  the 
Engineer  in  Charge  of  the  radio  inspec¬ 
tion  district  in  which  such  portable 
operation  is  intended.  This  notice  is  re¬ 
quired  even  though  the  station  is,  or  is 
likely  to  be,  operated  during  any  part  of 
this  over-all  period  at  the  flxed  trans¬ 
mitter  location.  Whenever  mobile  oper¬ 
ation  is,  or  is  likely  to  be,  for  a  period 
in  excess  of  48  hours  without  return  to 
the  flxed  transmitter  location  designated 
in  the  station  license,  the  licensee  shall 
give  prior  written  notice  to  the  Engineer 
in  Charge  of  the  radio  inspection  district 
in  which  such  mobile  operation  is  In¬ 
tended.  The  notice  required  for  either 
portable  or  mobile  operation  shall  state 
the  station  call  sign,  the  name  of  the 
licensee,  the  date  or  dates  of  proposed 
operation  and  the  contemplated  portable 
station  locations,  or  mobile  station  itin¬ 
erary,  as  specifically  as  possible.  Addi¬ 
tional  advanced  written  notice  shall  also 
be  given,  in  accordance  with  the  fore¬ 
going,  whenever  such  operation  away 
from  the  fixed  station  location  desig¬ 
nated  in  the  station  license  exceeds  one 
month,  and  for  each  additional  month 
of  such  operation. 

(b)  When  outside  the  continental  lim¬ 
its  of  the  United  States,  its  territories, 
or  possessions,  an  amateur  radio  station 
may  be  operated  as  portabie  or  mobile 
only  under  the  following  conditions: 

(1)  Operation  may  not  be  conducted 
within  the  jurisdiction  of  a  foreign  gov¬ 
ernment  except  pursuant  to,  and  in  ac¬ 
cordance  with,  expressed  authority 
granted  to  the  licensee  by  such  foreign 
government. 

(2)  Operation  may  be  conducted  only 
In  the  amateur  frequency  bands  21.0  to 
21.45  Me  and  28.0  to  29.7  Me:  Provided, 
That  this  limitation  shall  not  be  con¬ 
strued  to  prevent  the  use  of  other  ama¬ 
teur  frequency  bands  where  operation  is 
within  the  jurisdiction  of  a  foreign  gov¬ 
ernment  which  permits  United  States 
amateurs  to  operate  within  such  foreign 
territory.  (See  Appendix  4  of  this  part 
for  the  text  of  treaties  or  agreements  be¬ 
tween  the  United  States  and  foreign  gov¬ 
ernments  relative  to  reciprocal  amateur 
radio  operation.) 

(3)  Whenever  portable  qr,  mobile  op¬ 
eration  is,  or  is  likely  to  be,  away  from 
the  territorial  limits  of  the  United  States 
for  a  period  in  excess  of  48  hours,  the 
licensee  shall  give  prior  written  notice 
thereof  to  the  Engineer  in  CJharge  of  the 
radio  inspection  district  having  jurisdic¬ 
tion  of  the  authorized  flxed  transmitter 


site  of  the  station;  Provided,  That  only 
one  siich  notice  shall  be  required  during 
any  one  continued  absence. 

5 12.93  Special  provisions  for  non- 
portable  stations.  The  specifle  provi¬ 
sions  of  these  rules  relative  to  portable 
stations  are  not  applicable  to  a  nonport¬ 
able  station  except  that — 

(a)  An  amateur  station  that  has  been 
moved  from  one  permanent  location  to 
another  permanent  location  may  be 
operated  at  the  latter  location,  in  ac¬ 
cordance  with  the  provisions  governing 
portable  stations  (including  notice  to  the 
Engineer  in  Charge  of  the  district  in 
which  the  station  is  located)  for  a  period 
not  exceeding  four  consecutive  months, 
but  in  no  event  beyond  the  expiration 
date  of  the  license,  provided  a  formal 
application  for  modification  of  license  to 
change  the  permanent  location  has  been 
filed  with  the  Commission. 

(b)  The  licensee  of  an  amateur  station 
who  changes  residence  temporarily,  but 
retains  a  permanent  residence  associat¬ 
ed  with  the  fixed  station  location  desig¬ 
nated  in  the  station  license,  and  moves 
his  amateur  station  to  a  temporary  loca¬ 
tion  associated  with'  his  temporary  resi¬ 
dence,  or  the  licensee-trustee  for  an 
amateur  radio  society  which  changes  the 
normal  location  of  its  amateur  station  to 
a  different  and  temporary  location,  may 
use  the  station  at  such  temporary  loca¬ 
tion  under  the  following  conditions : 

(1)  Advance  notice  in  writing  shall  be 
given  by  the  amateur  station  licensee  or 
licensee-trustee  to  the  Commission  in 
Washington,  D.  C.,  and,  for  each  month 
of  such  operation,  to  the  Engineer  in 
Charge  of  the  radio  inspection  district 
in  which  the  station  is  to  be  temporarily 
operated. 

(2)  Similar  notice  shall  be  given  for 
each  change  in  such  temporary  location, 
for  the  return  of  the  station  to  the  for¬ 
mer  permanent  location,  or  for  the  es¬ 
tablishment  of  a  new  permanent  loca¬ 
tion:  Provided,  That  additional  monthly 
notices  to  the  Engineer  in  Charge  shall 
not  be  required  when  such  operation 
takes  place  at  the  fixed  station  location 
designated  in  the  station  license  held  by 
the  licensee. 

(3)  The  notice  of  operation  at  a  tem¬ 
porary  location,  as  required  under  the 
preceding  provisions  of  this  paragraph, 
shall  clearly  identify  the  station  call- 
sign  and  licensee  or  licensee-trustee, 
shall  indicate  both  the  permanent  and 
the  temporary  station  locations,  shall  in¬ 
dicate  the  address  at  which  the  licensee 
or  licensee-trustee  can  be  readily 
reached  during  such  temporary  opera¬ 
tion,  and  shall  show  the  reason  why  op¬ 
eration  at  that  location  is  considered 
temporary  rather  than  a  change  of  per¬ 
manent  location. 

(c)  When  the  station  is  operated 
under  the  provisions  of  this  section  the 
caUing  procedure  specified  in  §  12.82  shall 
be  used,  including  transmissions  of  the 
fractional  bar  character  when  teleg¬ 
raphy  is  used  followed  by  the  number 
of  the  amateur  call  sign  area  in  which 
the  station  is  being  operated.  When 
telephony  is  used,  an  announcement 
shall  be  made  of  the  geographical  loca¬ 
tion  in  which  the  station  is  being 
operated. 
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§  12.94  Special  provisions  for  mobile 
stations  aboard  ships  or  aircraft.  In 
addition  to  complying  with  all  other  ap¬ 
plicable  rules,  an  amateur  mobile  station 
operated  on  board  a  ship  or  aircraft 
must  comply  with  all  of  the  following 
special  conditions:  (a)  The  installation 
and  operation  of  the  amateur  mobile 
station  shall  be  approved  by  the  master 
of  the  ship  or  captain  of  the  aircraft; 

(b)  The  amateur  mobile  station  shall  be 
separate  from  and  Independent  of  all 
other  radio  equipment,  if  any,  installed 
on  board  the  same  ship  or  aircraft;  (c) 
The  electrical  installation  of  the  ama¬ 
teur  mobile  station  shall  be  in  accord 
with  the  rules  applicable  to  ships  or  air¬ 
craft  as  promulgated  by  the  appropriate 
government  agency;  (d)  The  operation 
of  the  amateur  mobile  station  shall  not 
Interfere  with  the  efficient  operation  of 
any  other  radio  equipment  installed  on 
board  the  same  ship  or  aircraft;  and  (e) 
The  amateur  mobile  station  and  its  as¬ 
sociated  equipment,  either  in  itself  or  in 
its  method  of  operation,  shall  not  con¬ 
stitute  a  hazard  to  the  safety  of  life  or 
property. 

USE  OF  AMATEUR  STATIONS 

§  12.101  Points  of  communications. 
An  amateur  station  may  be  used  to  com¬ 
municate  only  with  other  amateur  sta¬ 
tions,  except  that  in  emergencies  or  for 
test  purposes  it  may  also  be  used  tempo¬ 
rarily  for  communication  with  other 
classes  of  stations  licensed  by  the  Com¬ 
mission,  and  with  United  States  Govern¬ 
ment  stations.  Amateur  stations  may 
also  be  used  to  communicate  with  any 
radio  station  other  than  amateur  which 
is  authorized  by  the  Commission  to  com- 
municate  with  amateur  stations.  Ama¬ 
teur  stations  may  be  used  also  for  trans¬ 
mitting  signals,  or  communications,  or 
energy,  to  receiving  apparatus  for  the 
measurement  of  emissions,  temporary 
observation  of  transmission  phenomena, 
radio  control  of  remote  objects,  and  for 
similar  experimental  purposes  and  for 
the  purposes  set  forth  in  §  12.106. 

§  12.102  Vo  remuneration  for  use  of 
station.  An  amateur  station  shall  not 
be  used  to  transmit  or  receive  messages 
for  hire,  nor  for  communication  for  ma¬ 
terial  compensation,  direct  or  indirect, 
paid  or  promised. 

§  12.103  Broadcasting  prohibited. 
Subject  to  the  provisions  of  §  12.106,  an 
amateur  station  shall  not  be  used  to  en¬ 
gage  in  any  form  of  broadcasting,  that  is, 
the  dissemination  of  radio  communica¬ 
tions  intended  to  be  received  by  the 
public  directly  or  by  the  Intermediary 
of  relay  stations,  nor  for  the  retrans¬ 
mission  by  automatic  means  of  programs 
or  signals  emanating  from  any  class  of 
station  other  than  amateur.  The  fore¬ 
going  provision  shall  not  be  construed  to 
prohibit  amateur  operators  from  giving 
their  consent  to  the  rebroadcast  by 
broadcast  stations  of  the  transmissions 
of  their  amateur  stations,  provided,  that 
the  transx^ssions  of  the  amateur  sta¬ 
tions  shall  not  contain  any  direct  or 
indirect  reference  to  the  rebroadcast. 

§  12.104  Radio  telephone  tests.  The 
transmission  of  music  by  an  amateur  sta¬ 


tion  is  forbidden.  However,  single  audio¬ 
frequency  tones  may  be  transmitted  for 
test  purposes  of  short  duration  for  the 
development  and  perfection  of  amateur 
radio  telephone  equipment. 

§  12.105  Codes  and  ciphers  prohibited. 
The  transmission  by  radio  of  messages 
in  codes  or  ciphers  in  domestic  and  in¬ 
ternational  communications  to  or  be¬ 
tween  amateur  stations  Is  prohibited. 
All  communications  regardless  of  type 
of  emission  employed  shall  be  in  plain 
language  except  that  generally  recog¬ 
nized  abbreviations  established  by  regu¬ 
lation  or  custom  and  usage  are  permis¬ 
sible  as  are  any  other  abbreviations  or 
signals  where  the  intent  is  not  to  obscure 
the  meaning  but  only  to  facilitate  com¬ 
munications. 

§  12.106  One-way  communications. 
In  addition  to  the  experimental  one¬ 
way  transmissions  permitted  by  §  12.101, 
the  following  kinds  of  one-way  commu¬ 
nications,  addressed  to  amateur  stations, 
are  authorized  and  will  not  be  construed 
as  broadcasting:  (a)  Emergency  com¬ 
munications,  including  bona-fide  emer¬ 
gency  drill  practice  transmissions;  (b) 
Information  bulletins  consisting  solely 
of  subject  matter  having  direct  interest 
to  the  amateur  radio  service  as  such; 

(c)  Round-table  discussions  or  net-t3Te 
operations  where  more  than  two  ama¬ 
teur  stations  are  in  communication,  each 
station  taking  a  turn  at  transmitting  to 
other  station(s)  of  the  group;  and  (d) 
Code  practice  transmissions  Intended  for 
persons  learning  or  improving  profi¬ 
ciency  in  the  International  Morse  Code. 

§  12.107  Special  provisions  regarding 
radio  teleprinter  transmissions.  The 
following  special  conditions  shall  be  ob¬ 
served  during  the  transmission  of  radio 
teleprinter  signals  on  authorized  fre¬ 
quencies  by  amateur  stations: 

(a)  A  single  channel  five-unit  (start- 
stop)  teleprinter  code  shall  be  used 
which  shall  correspond  to  the  Inter¬ 
national  Telegraphic  Alphabet  No.  2  with 
respect  to  all  letters  and  numerals  (in¬ 
cluding  the  slant  sign  or  fraction  bar) 
but  special  signals  may  be  employed  for 
the  remote  control  of  receiving  printers, 
or  for  other  purposes,  in  “figures”  posi¬ 
tions  not  utilized  for  numerals.  In  gen¬ 
eral,  this  code  shall  conform  as  nearly  as 
possible  to  the  teleprinter  co'de  or  codes 
in  common  commercial  usage  in  the 
United  States. 


(b)  The  nominal  transmitting  speed 
of  the  radio  teleprinter  signal  keying 
equipment  shall  be  adjusted  as  nearly  as 
possible  to  the  standard  speed  of  60 
words  per  minute  and,  in  any  event, 
within  the  range  55  to  65  words  per 
minute. 

(c)  When  frequency  shift  keying  (type 
FI  emission)  is  utilized,  the  deviation  in 
frequency  from  the  mark  signal  to  space 
signal,  or  from  the  space  signal  to  the 
mark  signal,  shall  be  less  than  900  cycles 
per  second. 

(d)  When  audio  frequency  shift  key¬ 
ing  (type  A2  or  type  P2  emission)  is 
utilized,  the  highest  fundamental  mod¬ 
ulating  audio  frequency  shall  not  exceed 
3000  cycles  per  second,  and  the  difference 
between  the  modulating  audio  frequency 
for  the  mark  signal  and  that  for  the 
space  signal  shall  be  less  than  900  cycles 
per  second. 

ALLOCATION  OF  FREQUENCIES 

§  12.111  Frequencies  and  types  of 
emission  for  use  of  amateur  stations. 
Subject  to  the  limitations  and  restric¬ 
tions  set  forth  in  this  section  and  in 
8  12.114,  the  following  frequency  bands 
and  types  of  emissions  are  allocated  and 
available  for  amateur  station  operation: 

(a)  1800  to  2000  kc.  Use  of  this  band 
is  on  a  shared  basis  with  the  Loran  sys¬ 
tem  of  radionavigation.  The  amateur 
service  may  use,  in  any  area,  whichever 
bands,  1800-1825,  1875-1900,  1900-1925 
or  1975-2000  kc,  are  not  required  for 
Loran  in  that  area,  in  accordance  with 
the  following  conditions: 

(1)  The  use  of  these  frequencies  by 
the  amateur  service  shall  not  be  a  bar 
to  the  expansion  of  the  radionavigation 
(Loran)  service. 

(2)  The  use  of  these  frequencies  by 
stations  in  the  amateur  service  shall  not 
cause  harmful  interference  to  the  Loran 
system  of  radionavigation.  If  an  ama¬ 
teur  station  causes  such  interference,  the 
station  licensee  shall,  as  directed  by  the 
Commission,  immediately  cease  opera¬ 
tion  on  the  frequencies  involved. 

(3)  Only  type  A1  or  A3  emission  shall 
be  employed. 

(4)  Amateur  operation  shall  be  lim¬ 
ited  to  the  following  areas,  to  the  indi¬ 
cated  frequency  bands  within  each  such 
area,  and  to  the  indicated  maximum 
plate  power  input  to  the  tube  or  tubes 
supplying  energy  to  the  antenna  during 
day  and  night  hours,  respectively,  on 
such  frequencies: 


Area  > 

Authorized 

DC  plate  Input  power  In  watts 

bands  (kc) 

Day 

Night 

Minnesota,  Iowa,  Wisconsin,  Michigan,  Pennsylvania, 
Maryland,  Delaware,  and  States  to  the  north  of  these, 
including  the  District  of  Columbia. 

North  Dakota,  South  Dakota,  Nebraska,  Colorado,  New 
Mexico,  and  States  to  the  west  of  these  States  (except  State 
of  Washington). 

1800-1823 

1876-1900 

600 

'  200 

1900-1925 

1975-2000 

500 

200 

State  of  Washington . . . 

1900-1925 

1975-2000 

200 

50 

Oklahoma,  Kansas,  Missouri,  Arkansas,  Illinois,  Indiana, 
Kentucky,  Tennessee,  Ohio,  West  Vlretala,  Virginia, 
North  Carolina,  South  Carolina,  Texas  (West  of  99“  W. 
or  North  of  32“  N.). 

1800-1825 

1875-1900 

200 

50 

Hawaiian  Islands . . . . . . 

1900-1925 

1975-2000 

500 

200 

Texas  (East  of  99*  W.  and  South  of  82*  N.),  Louisiana, 
Mississippi,  Alabama,  Georgia,  Florida,  Puerto  Rico. 
Virgin  Islands,  Alaska,  Guam,  and  other  Territories  and 
possessions  of  the  U.  8.  not  llstM  above. 

None . 

No  operation..... 

No  operation. 

RULES  AND  REGULATIONS 


(5)  The  provisions  of  this  subpara¬ 
graph  shall  be  considered  as  temporary 
in  the  sense  that  they  shall  remain  sub¬ 
ject  to  cancellation  or  to  revision,  in 
whole  or  in  part,  by  order  of  the  Com¬ 
mission  without  hearing  whenever  the 
Commission  shall  deem  such  cancella¬ 
tion  or  revision  to  be  necessary  or  desir¬ 
able  in  the  light  of  the  priority  within 
this  band  of  the  Loran  system  of  radio¬ 
navigation. 

(b)  3500  to  4000  kc.  using  tsHPe  A1 
emission,  and  on  frequencies  3500  to 
3800  kc,  using  type  FI  emission,  and  on 
frequencies  3800  to  4000  kc,  using  ts^pe 
A3  emission  and  narrow  band  frequency 
or  phase  modulation  for  radiotelephony; 
except  that  frequencies  3900  to  4000  kc 
are  not  available  to  stations  located 
within  the  following  United  States  pos¬ 
sessions  in  Region  3,  as  defined  in  the 
Atlantic  City,  1947,  Radio  Regulations: 
Baker,  Canton,  Enderbury,  Guam,  How¬ 
land,  Jarvis,  Palmyra,  American  Samoa, 
and  Wake  Islands. 

(c)  7000  to  7300  kc,  using  type  A1 
emission  and,  on  frequencies  7000  to 
7200  kc,  using  type  FI  emission  and, 
on  frequencies  7200  to  7300  kc.  using  tsrpe 
A3  emission  or  narrow  band  frequency 
or  phase  modulation  for  radiotelephony. 

(d)  14,000  to  14,350  kc,  using  type  A1 
emission,  14,000  to  14,200  kc  and  14,300 
to  14,350  kc  using  tsrpe  FI  emission  and 
on  frequencies  14,200  to  14,300  kc,  t3n?e 
A3  emission  or  narrow  band  frequency 
or  phase  modulation  for  radiotelephony. 

(e)  21.00  to  21.45  Me,  using  tsrpe  A1 
emission;  21.00  to  21.25  Me,  using  type 
FI  emission;  21.25  to  21.45  Me,  using 
t3rpe  A3  emission  and  narrow  band 
frequency  or  phase  modulation  for 
telephony. 

(f)  26.960  to  27.230  Me  using  A0. 
Al,  A2,  A3,  and  A4  emission  and  also 
special  emission  for  frequency  modula¬ 
tion  (radiotelephone  transmissions  and 
radiotelegraph  transmissions  employing 
carrier  shift  or  other  frequency  modula¬ 
tion  techniques),  subject  to  such  inter¬ 
ference  as  may  result  from  the  emissions 
of  industrial,  scientific  and  medical  de¬ 
vices  within  160  kc  of  the  frequency 
27.120  Me. 

(g)  28.0  to  29.7  Me,  using  tsrpe  Al 
emission  and.  on  frequencies  28.5  to  29.7 
Me  using  type  A3  emission  and  narrow 
band  frequency  or  phase  modulation  for 
radiotelephony  and,  on  frequencies  29.0 
to  29.7,  using  special  emission  for  fre¬ 
quency  modulation  (radiotelephone 
transmissions  and  radiotelegraph  trans¬ 
missions  employing  carrier  shift  or  other 
frequency  modulation  techniques) . 

(h)  50.0  to  54.0  Me  using  tsrpes  Al,  A2, 
A3,  and  A4  emissions  and  narrow  band 
frequency  or  phase  modulation  for 
radiotelephony,  61.0  to  54.0  Me  using 
type  A0  emission,  and  on  frequencies 
52.5  to  54.0  Me  special  emission  for 
frequency  modulation  (radiotelephone 
transmissions  and  radiotel^raph  trans¬ 
missions  employing  carrier  shift  or  other 
frequency  modulation  techniques) . 

(i)  144  to  148  Me,  using  types  A0, 
Al,  A2.  A3,  and  A4  emission  and  special 
emission  for  frequency  modulation  (ra¬ 
diotelephone  transmissions  and  radiotel¬ 
egraph  transmissions  employing  carrier 
shift  or  other  frequency  modulation 
techniques) . 


(J)  220  to  225  Mo*  using  tirpes  AO.  Al» 
A2,  A3  and  A4  emission  and  special 
emission  for  frequency  modulation  (ra¬ 
diotelephone  transmissions  and  radio¬ 
telegraph  transmissions  employing  car¬ 
rier  shift  or  other  frequency  modulated 
techniques). 

(k)  420  to  450  Me,  using  tirpes  A0,  Al, 
A2,  A3,  A4,  and  A5  emissions  and  special 
emission  for  frequency  modulation  (ra¬ 
diotelephone  transmissions  and  radio¬ 
telegraph  transmissions  employing  car¬ 
rier  shift  or  other  frequency  modulation 
techniques).  The  maximum  DC  plate 
power  input  to  the  final  stage  of  the 
transmitter  shall  not  exceed  50  watts. 

(l)  1215  to  1300  Me,  using  types  A0, 
Al,  A2,  A3,  A4,  and  A5  emission  and  spe¬ 
cial  emission  for  frequency  modulation 
(radiotelephone  transmissions  and  ra¬ 
diotelegraph  transmissions  employing 
carrier  shift  or  other  frequency  modu¬ 
lation  techniques). 

(m)  2300  to  2450  Me,  3300  to  3500  Me, 
5650  to  5925  Me,  10,000  to  10,500  Me. 
21,090  to  22,000  Me,  and  any  frequency 
or  frequencies  above  30,000  Me,  using  on 
these  frequencies  t3T)es  A0,  Al,  A2,  A3, 
A4,  A5  emission  and  special  emission  for 
frequency  modulation  (radiotelephone 
transmissions  and  radiotelegraph  trans¬ 
missions  employing  carrier  shift  or  other 
frequency  modulation  techniques),  and 
pulse  emission.  Operations  in  the  fre¬ 
quency  bands  2300  to  2450  Me  and  5650 
to  5925  Me  are  subject  to  such  interfer¬ 
ence  between  2400  and  2450  Me  and  be¬ 
tween  5775  and  5925  Me,  respectively,  as 
may  result  from  emissions  of  industrial, 
scientific  and  medical  devices  on  the 
frequencies  2450  and  5850  Me.  respec¬ 
tively. 

§  12.113  Individual  frequency  not 
specified.  Transmissions  by  an  amateur 
station  may  be  on  any  frequency  within 
any  authorized  amateur  band.  Sideband 
frequencies  resulting  from  keying  or 
modulating  a  carrier  wave  shall  be  con¬ 
fined  within  the  authorized  amateur 
band. 

§  12.114  Types  of  emission,  (a)  Type 
A0  emission,  where  not  specifically  des¬ 
ignated  in  the  bands  listed  in  §  12.111, 
may  be  used  for  short  periods  of  time 
when  required  for  authorized  remote 


*In  those  portions  of  the  States  of  Texas 
and  New  Mexico  in  the  area  bounded  on  the 
south  by  parallel  31*53'  N.,  on  the  east  by 
longitude  105*40'  W.,  on  the  north  by 
parallel  33*24'  N.,  and  on  the  west  by  longi¬ 
tude  106*40'  W.,  the  frequency  band  220-226 
Me.  is  not  available  for  use  by  amateur  sta¬ 
tions  engaged  in  normal  amateur  operation 
between  the  hours  of  0500  and  1800  local 
time  Monday  through  Friday  inclusive  of 
each  week.  However,  the  entire  frequency 
band  220-225  Me.  shall  be  applicable  in  'all 
areas  to  those  amateur  stations  authorized  to 
operate  in  an  organized  civil  defense  net¬ 
work  during  all  periods  when  civil  defense 
emergencies  exist  and,  in  addition,  special 
arrangements  for  civU  defense  drills  between 
the  hours  and  within  the  area  set  forth  above 
may  be  made  upon  mutual  agreement  be¬ 
tween  the  Federal  Communications  Com¬ 
mission  Engineer  in  Charge  at  Dallas,  Texas, 
and  the  Area  Frequency  Coordinator  at 
White  Sands,  New  Mexico,  if  it  appears  neces¬ 
sary  to  conduct  such  drills.  Such  arrange¬ 
ments  shall  specify  dates  and  times,  and  will 
depend  upon  the  degree  of  use  of  the  fre¬ 
quency  band  at  White  Sands  at  any  partic¬ 
ular  time. 


control  purposes  or  for  experimental 
purposes.  However,  these  limitations  do 
not  apply  where  type  A0  emission  is  spe. 
cifically  designated. 

(b) f  Whenever  code  practice,  in  accord¬ 
ance  with  §  12.106  (d) ,  is  conducted  in 
bands  authorized  for  A3  emission,  tone 
modulation  of  the  radiotelephone  trans¬ 
mitter  may  be  utilized  when  interspersed 
with  appropriate  voice  instructions. 

(c)  The  use  of  narrow  band  frequency 
or  phase  modulation  is  subject  to  the 
conditions  that  the  band-width  of  the 
modulated  carrier  shall  not  exceed  the 
band-width  occupied  by  an  amplitude- 
modulated  carrier  of  the  same  audio 
characteristics,  and  that  the  purity  and 
stability  of  such  emissions  shall  be  main¬ 
tained  in  accordance  with  the  require¬ 
ments  of  §  12.133. 

EQUIPMENT  AND  OPERATION 

S  12.131  Maximum  authorized  power. 
Except  on  frequencies  within  the  band 
420  to  450  megacycles  (where  the  maxi¬ 
mum  DC  plate  power  input  to  the  final ' 
stage  of  the  transmitter  shall  not  exceed 
50  watts) ,  each  amateur  transmitter  may 
be  operated  with  a  power  input  not  ex¬ 
ceeding  1  kilowatt  to  the  plate  circuit  of 
the  final  amplifier  stage  of  an  amplifier- 
oscillator  transmitter  or  to  the  plate  cir¬ 
cuit  of  an  oscillator  transmitter.  An 
amateur  transmitter  operating  with  a 
power  input  exceeding  900  watts  to  the 
plate  circuit  shall  provide  means  for  ac¬ 
curately  measuring  the  plate  power  input 
to  the  vacuum  tube  or  tubes  supplying 
power  to  the  antenna. 

§  12.132  Power  supply  to  transmitter. 
The  license  of  an  amateur  station  using 
frequencies  below  144  megacycles  shall 
use  adequately  filtered  direct-current 
plate  power  supply  for  the  transmitting 
equipment  to  minimize  modulation  from 
this  source. 

§  12.133  Purity  and  stability  of  emis¬ 
sions.  Spurious  radiation  from  an  ama¬ 
teur  station  being  operated  with  a  carrier 
frequency  below  144  megacycles  shall  be 
reduced  or  eliminated  in  accordance 
with  good  engineering  practice.  This 
spurious  radiation  shall  not  be  of  suffi¬ 
cient  intensity  to  cause  interference  in 
receiving  equipment  of  good  engineering 
design  including  adequate  selectivity 
characteristics,  which  is  tuned  to  a  fre¬ 
quency  or  frequencies  outside  the  fre¬ 
quency  band  of  emission  normally 
required  for  the  type  of  emission  being 
employed  by  the  amateur  station.  In  the 
case  of  A3  emission,  the  amateur  trans¬ 
mitter  shall  not  be  modulated  to  the  ex¬ 
tent  that  interfering  spurious  radiation 
occurs,  and  in  no  case  shall  the  emitted 
carrier  wave  be  amplitude-modulated  in 
excess  of  100  percent.  Means  shall  be 
employed  to  insure  that  the  transmitter 
is  not  modulated  in  excess  of  its  modula¬ 
tion  capability  for  proper  technical  oper¬ 
ation.  For  the  purposes  of  this  section  a 
spurious  radiation  is  any  radiation  from 
a  transmitter  which  is  outside  the  fre¬ 
quency  band  of  emission  normal  for  the 
type  of  transmission  employed,  including 
any  component  whose  frequency  is  an 
integral  multiple  or  submultiple  of  the 
carrier  frequency  (harmonics  and  sub¬ 
harmonics),  spurious  modulation  prod¬ 
ucts,  key  clicks,  and  other  transient 
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effects,  and  parasitic  oscillations.  When 
using  amplitude  modulation  on  frequen¬ 
cies  below  144  megacycles,  simultaneous 
frequency  modulation  is  not  permitted 
and  when  using  frequency  modulation  on 
frequencies  below  144  megacycles  simul¬ 
taneous  amplitude  modulation  is  not 
permitted.  The  frequency  of  the  emitted 
carrier  wave  shall  be  as  constant  as  the 
state  of  the  art  permits. 

§  12.134  Modulation  of  carrier  wave. 
Except  for  brief  tests  or  a^ustments  and 
except  for  operation  in  the  band  26.96 
to  27.23  Me,  an  amateur  radiotelephone 
station  shall  not  emit  a  carrier  wave  on 
frequencies  below  51  Me  unless  modu¬ 
lated  for  the  purpose  of  communication. 

§  12.135  Frequency  measurement  and 
regular  check.  The  licensee  of  an  ama¬ 
teur  station  shall  provide  for  measure¬ 
ment  of  the  emitted  carrier  frequency  or 
frequencies  and  shall  establish  procedure 
for  making  such  measurement  regularly. 
The  measurement  of  the  emitted  carrier 
frequency  or  frequencies  shall  be  made 
by  means  Independent  of  the  means  used 
to  control  the  radio  frequency  or  fre¬ 
quencies  generated  by  the  transmitting 
apparatus  and  shall  be  of  sufficient  ac¬ 
curacy  to  assme  operation  within  the 
amateur  frequency  band  used. 

§  12.136  Logs.  Each  licensee  of  an 
amateur  station  shall  keep  an  accurate 
log  of  station  operation,  which  shall  in¬ 
clude  the  following: 

(a)  The  date  and  time  of  each  trans¬ 
mission.  (The  date  need  only  be  en¬ 
tered  once  for  eadh  day’s  operation.  The 
expression  “time  of  each  transmission” 
means  the  time  of  making  a  call  and 
need  not'  be  repeated  during  the  se¬ 
quence  of  communication  which  imme¬ 
diately  follows;  however,  an  entry  shall 
be  made  in  the  log  when  signing  off  so  as 
to  show  the  period  during  which  com¬ 
munication  was  carried  on.) 

(b)  The  signature  of  each  licensed 
operator  who  manipulates  the  key  of  a 
radiotelegraph  transmitter  or  the  signa¬ 
ture  of  each  licensed  operator  who  oper¬ 
ates  a  transmitter  of  any  other  tsrpe  and 
the  name  of  any  person  not  holding  an 
amatemr  operator  license  who  transmits 
by  voice  over  a  radiotelephone  trans¬ 
mitter.  The  signature  of  the  operator 
need  only  be  entered  once  in  the  log,  in 
those  cases  when  all  transmissions  are 
made  by  or  under  the  supervision  of  the 
signatory  ope)*ator,  provided  a  statement 
to  that  effect  also  is  entered.  The  signa¬ 
ture  of  any  other  operator  who  operated 
the  station  shall  be  entered  in  the  proper 
space  for  that  operator’s  transmission. 

(c)  Call  sign  of'  the  station  called. 
(This  entry  need  not  be  repeated  for 
calls  made  to  the  same  station  during 
any  sequence  of  communication,  pro¬ 
vided  the  time  of  signing  off  Is  ^ven.) 

(d)  'The  input  power  to  the  oscillator, 
or  to  the  final  amplifier  stage  where  an 
oscillator-amplifier  transmitter  is  em¬ 
ployed.  ('This  need  be  entered  only 
once,  provided  the  input  power  is  not 
changed.) 

(e)  The  frequency  band  used.  (This 
information  need  be  entered  only  once 
in  the  log  for  all  transmissions  until  there 
is  a  change  in  frequency  to  another  ama¬ 
teur  band.) 
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(f )  The  type  of  emission  used.  (This 
need  be  entered  only  once  until  there  is 
a  change  in  the  ti^  of  emission.) 

(g)  The  location  of  the  station  (or  the 
approximate  geographical  location  of  a 
mobile  station)  at  the  time  of  each  trans¬ 
mission.  (This  need  be  entered  only 
once  provided  the  location  of  the  station 
is  not  changed.  However,  suitable  entry 
shall  be  made  in  the  log  upon  changing 
the  location.  Where  operating  at  other 
than  a  fixed  location,  the  type  and  iden¬ 
tity  of  the  vehicle  or  other  mobile  unit 
In  which  the  station  is  operated  shall  be 
shown.) 

(h)  The  message  traffic  handled.  (If 
record  communications  are  handled  in 
regular  message  form,  a  copy  of  each 
message  sent  and  received  shall  be  en¬ 
tered  in  the  log  or  retained  on  file  at  the 
station  for  at  least  1  year.) 

§  12.137  Retention  of  logs.  The  log 
shall  be  preserved  for  a  period  of  at  least 
1  year  following  the  last  date  of  entry. 
The  copies  of  record  communications  and 
station  log  required  by  §  12.136  shall  be 
available  for  inspection  by  authorized 
representatives  of  the  Commission. 

SPECIAL  CONDITIONS 

§  12.151  Additional  conditions  to  he 
observed  by  licensee.  In  all  respects  not 
specifically  covered  by  these  regulations 
each  amateur  station  shall  be  operated 
in  accordance  with  good  engineering  and 
good  amateur  practice. 

§  12.152  Restricted  operation,  (a)  If 
the  operation  of  an  amateur  station 
causes  general  interference  to  the  recep¬ 
tion  of  transmissions  from  stations  oper¬ 
ating  in  the  domestic  broadcast  service 
when  receivers  of  good  engineering  de¬ 
sign  including  adequate  selectivity  char¬ 
acteristics  are  used  to  receive  such 
transmissions  and  this  fact  is  made 
known  to  the  amateur  station  licensee, 
the  amateur  station  shall  not  be  operated 
during  the  hours  from  8  p.  m.  to  10:30 
p.  m.,  local  time,  and  on  Sunday  for  the 
additional  period  from  10:30  a.  m.  until 
1  p.  m.,  local  time,  upon  the  frequency  or 
frequencies  used  when  the  interference 
is  created. 

(b)  In  general,  such  steps  as  may 
be  necessary  to  minimize  interference  to 
stations  operating  in  other  services  may 
be  required  after  investigation  by  the 
Commission. 

§  12.153  Second  notice  of  same  viola¬ 
tion.  In  every  case  where  an  amateur 
station  licensee  is  cited  within  a  period 
of  12  consecutive  months  for  the  second 
violation  of  the  provisions  of  9§  12.111, 
12.113,  12.114,  12.132,  or  12.133,  the  sta¬ 
tion  licensee,  if  directed  to  do  so  by  the 
Commission,  shall  not  operate  the  sta¬ 
tion  and  shall  not  permit  it  to  be  oper¬ 
ated  from  6  p.  m.  to  10:30  p.  m.,  local 
time,  until  written  notice  has  been  re¬ 
ceived  authorizing  the  resumption  of 
full-time  operation.  This  notice  will  not 
be  issued  until  the  licensee  has  reported 
on  the  results  of  tests  which  he  has  con¬ 
ducted  with  at  least  two  other  amateur 
stations  at  hours  other  than  6  p.  m.  to 
10:30  p.  m.,  local  time.  Such  tests  are  to 
be  made  for  the  specific  purposes  of 
aiding  the  licensee  In  determining 
whether  the  emissions  of  the  station 


are  in  accordance  with  the  Commission’s 
rules.  The  licensee  shall  report  to  the 
Commission  the  observations  made  by 
the  cooperating  amateur  licensees  in  re¬ 
lation  to  the  reported  violations.  This 
report  shall  include  a  statement  as  to 
the  corrective  measures  taken  to  insure 
compliance  with  the  rules. 

9  12.154  Third  notice  of  same  viola¬ 
tion.  In  every  case  where  an  amateur 
station  licensee  is  cited  within  a  period 
of  12  consecutive  months  for  the  third 
violation  of  §§  12.111,  12.113,  12.114, 
12.132  or  12.133,  the  station  licensee  if 
directed  by  the  Commission,  shall  not  op¬ 
erate  the  station  and  shall  not  permit 
it  to  be  operated  from  8  a.  m.  to  12  mid¬ 
night.  local  time,  except  for  the  purposes 
of  transmitting  a  prearranged  test  to  be 
observed  by  a  monitoring  station  of  the 
Commission  to  be  designated  in  each 
particular  case.  The  station  shall  not 
be  permitted  to  resume  operation  during 
these  hours  until  the  licensee  is  author¬ 
ized  by  the  Commission,  following  the 
test,  to  resume  full-time  operation.  The 
results  of  the  test  and  the  licensee’s  rec¬ 
ord  shall  be  considered  in  determining 
the  advisability  of  suspending  the  op¬ 
erator  license  or  revoking  the  station  li¬ 
cense,  or  both. 

9  12.155  Answers  to  notices  of  viola¬ 
tions.  Any  licensee  receiving  official  no¬ 
tice  of  a  violation  of  the  terms  of  the 
Communications  Act  of  1934,  as  amend¬ 
ed,  any  legislative  act.  Executive  order, 
treaty  to  which  the  United  States  is  a 
party,  or  the  rules  and  regulations  of  the 
Federal  Communications  Commission, 
shall,  within  3  days  from  such  receipt, 
send  a  written  answer  direct  to  the  office 
of  the  Commission  originating  the  offi¬ 
cial  notice:  Provided,  however.  That  if 
an  answer  cannot  be  sent  or  an  ac¬ 
knowledgment  made  within  such  3-day 
period  by  reason  of  illness  or  other  un¬ 
avoidable  circumstances,  acknowledg¬ 
ment  and  answer  shall  be  made  at  the 
earliest  practicable  date  with  a  satisfac¬ 
tory  explanation  of  the  delay.  The  an¬ 
swer  to  each  notice  shall  be  complete  in 
Itself  and  shall  not  be  abbreviated  by 
reference  to  other  communications  or 
answers  to  other  notices.  If  the  notice 
relates  to  some  violation  that  may  be 
due  to  the  physical  or  electrical  charac¬ 
teristics  of  transmitting  apparatus,  the 
answer  shall  state  fully  what  steps,  if 
any,  are  taken  to  prevent  future  viola¬ 
tions,  and  if  any  new  apparatus  is  to  be 
installed,  the  date  such  apparatus  was 
ordered,  the  name  of  the  manufacturer, 
and  promised  date  of  delivery.  If  the 
notice  of  violation  relates  to  some  lack 
of  attention  or  improper  operation  of 
the  transmitter,  the  name  of  the  opera¬ 
tor  in  charge  shall  be  given. 

9 12.156  Operation  in  emergencies. 
In  the  event  of  an  emergency  disrupting 
normally  available  communication  facili¬ 
ties  in  any  widespread  area  or  areas,  the 
Cmnmission.  in  its  discretion,  may  de¬ 
clare  that  a  general  state  of  communica¬ 
tions  emergency  exists,  designate  the 
area  or  areas  concerned,  and  specify  the 
amateur  frequency  bands,  or  segments 
of  such  bands,  for  use  only  by  amateurs 
participating  in  emergency  communica¬ 
tion  within  or  with  such  affected  area  or 
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areas.  Amateurs  desiring  to  request  the 
declaration  of  such  a  state  of  emergency 
should  communicate  with  the  Commis¬ 
sion’s  Engineer  in  Charge  of  the  area 
concerned.  Whenever  such  declaration 
has  been  made,  operation  of  and  with 
amateur  stations  in  the  area  concerned 
shall  be  only  in  accordance  with  the  re¬ 
quirements  hereinafter  set  forth,  but 
such  requirements  shall  in  nowise  affect 
other  normal  amateur  communication 
in  the  affected  area  when  conducted  on 
frequencies  not  designated  for  emer¬ 
gency  operation. 

(a)  All  transmissions  within  all  desig¬ 
nated  amateur  emergency  comimication 
bands  other  than  communications  relat¬ 
ing  directly  to  relief  work,  emergency 
service,  or  the  establishment  and  main¬ 
tenance  of  efficient  amateur  radio 
networks  for  the  handling  of  such  com¬ 
munications,  shall  be  suspended.  Inci¬ 
dental  calling,  answering,  testing  or 
working  (including  casual  conversation, 
remarks  or  messages)  not  pertinent  to 
constructive  handling  of  the  emergency 
situation  shall  be  prohibited  within  these 
bands. 

(b)  The  Commission  may  designate 
certain  amateur  stations  to  assist  in  the 
promulgation  of  information  relating  to 
the  declaration  of  a  general  state  of  com¬ 
munications  emergency,  to  monitor  the 
designated  amateur  emergency  com¬ 
munications  bands,  and  to  warn  non¬ 
complying  stations  observed,  to  be 
operating  in  those  bands.  Such  station, 
when  90  designated,  may  transmit  for 
that  purpose  on  any  frequency  or  fre¬ 
quencies  authorized  to  be  used  by  that 
station,  provided  such  transmissions  do 
not  interfere  with  essential  emergency 
communications  in  progress;  however, 
such  transmissions  shall  preferably  be 
made  on  authorized  frequencies  immedi¬ 
ately  adjacent  to  those  segments  of  the 
amateur  bands  being  cleared  for  the 
emergency.  Individual  transmissions  for 
the  purpose  of  advising  other  stations  of 
the  existence  of  the  cofiununications  em¬ 
ergency  shall  refer  to  this  section  by 
number  (9 12.156)  and  shall  specify, 
briefly  and  concisely,  the  date  of  the 
Commission’s  declaration,  the  area  and 
nature  of  the  emergency,  and  the  ama¬ 
teur  frequency  bands  or  segments  of  such 
bands  which  constitute  the  amateur 
emergency  communications  bands  at  the 
time.  The  designated  stations  shall  not 
enter  into  discussions  with  other  stations 
beyond  furnishing  essential  facts  rela¬ 
tive  to  the  emergency,  or  acting  as  ad¬ 
visors  to  stations  desiring  to  assist  in  the 
emergency,  and  the  operators  of  such 
designated  stations  shall  report  fully  to 
the  Commission  the  identity  of  any  sta¬ 
tions  failing  to  comply,  after  notice,  with 
any  of  the  pertinent  provisions  of  this 
section. 

(c)  ’The  special  conditions  Imposed 
under  the  provisions  of  this  section  shall 
cease  to  apply  only  after  the  Commission, 
or  its  authorized  representative,  shall 
have  declared  such  general  stote  of  com¬ 
munications  emergency  to  be  termi¬ 
nated;  however,  nothing  in  this 
paragraph  shall  be  deemed  to  prevent 
the  Commission  from  modifying  the 
terms  of  its  declaration  from  time  to 
time  as  may  be  necessary  during  the 


period  of  a  communications  emergency, 
or  from  removing  those  conditions  wi^ 
respect  to  any  amateur  frequency  band 
or  segment  of  such  band  which  no  longer 
appears  essential  to  the  conduct  of  the 
emergency  communications. 

9  12.157  Obscenity,  indecency,  pro¬ 
fanity.  No  licensed  radio  operator  or 
other  person  shall  transmit  communica¬ 
tions  containing  obscene,  indecent,  or 
profane  words,  language,  or  meaning. 

9 12.158  False  signals.  No  licensed 
radio  operator  shall  transmit  false  or 
deceptive  signals  or  communications  by 
radio,  or  any  call  letter  or  signal  which 
has  not  been  assigned  by  proper  author¬ 
ity  to  the  radio  station  he  is  operating. 

9  12.159  Unidentified  communications. 
No  licensed  radio  operator  shall  transmit 
unidentifled  radio  communications  or 
signals. 

9  12.160  Interference.  No  licensed 
radio  operator  shall  willfully  or  mali¬ 
ciously  interfere  with  or  cause  interfer¬ 
ence  to  any  radio  communication  or 
signal. 

9  12.161  Damage  to  apparatus. ,  No 
licensed  radio  operator  shall  willfully 
damage,  or  cause  or  permit  to  be  dam¬ 
aged,  any  radio  apparatus  or  installation 
in  any  licensed  radio  station. 

9  12.162  Fraudulent  licenses.  No  li¬ 
censed  radio  operator  or  other  person 
shall  obtain  or  attempt  to  obtain,  or 
assist  another  to  obtain  or  attempt  to 
obtain,  an  operator  license  by  fraudu¬ 
lent  means. 


CONELRAD 

Note:  These  rules  apply  to  Ckintinental 
U.  S.  only. 

9  12.190  Scope  and  objective  of  CON¬ 
ELRAD.  Control  of  Electromagnetic 
Radiation  applies  to  all  radio  stations  in 
the  Amateur  Radio  Service  and  is  for  the 
purpose  of  providing  for  the  alerting  and 
operation  of  radio  stations  in  this  serv¬ 
ice  during  periods  of  air  attack  or  immi¬ 
nent  threat  thereof.  The  objective  is  to 
minimize  the  navigational  aid  that  may 
be  obtained  by  an  enemy  from  the  elec¬ 
tromagnetic  radiations  emanating  from 
radio  stations  in  the  Amateur  Radio 
Service  while  simultaneously  providing 
for  a  continued  service  under  controlled 
conditions  when  such  operation  is  essen¬ 
tial  to  the  public  welfare. 

9 12.191  CONELRAD  Radio  Alert. 
The  CONELRAD  Radio  Alert  is  the  term 
applied  to  the  Military  Warning  that  an 
air  attack  is  probable  or  imminent  and 
which  automatically  orders  the  immedi¬ 
ate  implementation  of  CONELRAD  pro¬ 
cedures  for  all  radio  stations.  The 
CONELRAD  Radio  Alert  is  distinct  from 
the  military  or  Civil  Air  Defense  Warn¬ 
ings  Yellow  or  Red,  but  may  be  coinci¬ 
dental  with  such  warnings. 

9  12.192  Reception  of  Radio  Alert,  (a) 
The  licensee  of  a  station  in  the  Amateur 
Radio  Service  is  required  to  provide  a 
means  for  reception  of  the  CONELRAD 
Radio  Alert  or  a  means  for  the  determi¬ 
nation  that  such  alert  is  in  force. 

(b)  All  operators  of  stations  in  the 
Amateur  Radio  Service  will  be  responsi¬ 


ble  for  the  reception  of  the  CONELRAD 
Radio  Alert  or  indication  that  such  alert 
is  in  force  by: 

(1)  Reception  of  a  C70NELRAD  Radio 
Alert  message  which  will  be  broadcast  by 
each  standard,  FM  and  TV  broadcast 
station  on  its  regular  assigned  frequency 
before  they  leave  the  air;  or 

(2)  Reception  of  standard  broadcast 
stations  operating  under  CONELRAD  re¬ 
quirements  during  the  period  of  the  alert 
on  640  or  1240  kc ;  or 

(3)  Determining  that  an  alert  is  in 
force  by  lack  of  normal  broadcast  sta¬ 
tion  operation  (observations  made  be¬ 
fore  amateur  station  operation  is  begun 
and  at  least  once  every  ten  minutes  dur¬ 
ing  operation  thereafter  will  be  consid¬ 
ered  as  sufficient  for  compliance  with  this 
section) ;  or 

(4)  Other  means  if  so  authorized  by 
the  Federal  Communications  Commis¬ 
sion. 

9  12.193  Operation  during  an  alert. 
During  a  CONELRAD  Radio  Alert  the 
operation  of  all  amateur  radio  stations, 
except  stations  in  the  Radio  Amateur 
Civil  Emergency  Services  (RACES)  and 
stations  specifically  authorized  other¬ 
wise,  will  be  immediately  discontinued 
until  the  Radio  All  Clear  is  issued.  Sta¬ 
tions  in  the  RACES  and  such  others  as 
are  specifically  authorized  to  operate 
during  the  alert  will  conduct  operation 
under  the  following  restrictions. 

(a)  No  transmission  shall  be  made  un¬ 
less  it  is  of  extreme  emergency  affecting 
the  national  safety  or  the  safety  of  life 
and  property. 

(b)  Transmissions  shall  be  as  short  as 
possible. 

(c)  No  station  identification  shall  be 
given,  either  by  transmission  of  call  let¬ 
ters  or  by  announcement  of  location  (if 
station  identification  is  necessary  to 
carry  on  the  service,  tactical  calls  or 
other  means  of  identification  will  be 
utilized  in  accordance  with  9  12.246) . 

(d)  The  radio  station  carrier  shall  be 
discontinued  during  periods  of  no  mes¬ 
sage  transmission. 

9 12.194  Special  operation.  In  cer¬ 
tain  cases,  the  Federal  Communications 
Commission  may  authorize  specific  sta¬ 
tions  to  operate  during  a  CONELRAD 
Radio  Alert  in  a  manner  not  governed  by 
99  12.190  to  12.196,  provided,  such  opera¬ 
tion  Is  determined  to  be  necessary  in  the 
Interest  of  National  Defense'or  the  public 
welfare. 

9  12.195  Resumption  of  normal  oper¬ 
ation.  At  the  conclusion  of  a  CONEL¬ 
RAD  Radio  Alert,  each  standard,  FM  and 
TV  broadcast  station  will  broadcast  a 
CONELRAD  Radio  All  Clear  Message. 
Unless  otherwise  restricted  by  order  of 
the  Federal  Communications  Commis¬ 
sion,  normal  operation  of  stations  in  the 
Amateur  Radio  Service  may  be  resumed 
upon  reception  of  the  CONELRAD  Radio 
All  Clear.  Only  the  CONELRAD  Radio 
All  Clear  will  authorize  termination  of 
the  CONELRAD  Radio  Alert. 

912.196  CONELRAD  tests.  So  far  as 
praoticable,  tests  and  practice  operation 
will  be  conducted  at  appropriate 
Intervals. 


Saturday,  September  22,  1956 

SUBPART  B— RADIO  AMATEUR  CIVIL 
EMERGENCY  SERVICE 

GENERAL 

§  12.200  Temporary  nature  of  this 
service,  (a)  The  Radio  Amateur  Civil 
Emergency  Service  provides  a  temporary 
phase  of  amateur  operation  for  Civil 
Defense  communications,  purposes  only, 
and  the  rules  are  limited  in  their  force 
and  effect  to  the  period  of  the  present 
national  emergency.  Including  any  emer¬ 
gency  which  may  necessitate  invoking  of 
the  President’s  War  Emergency  Powers 
under  the  provisions  of  section  606  of 
the  Communications  Act  of  1934,  as 
amended. 

(b)  Pursuant  to  the  provisions  of  sec¬ 
tion  4  (j)  of  the  Communicatioiis  Act  of 
1934,  as  amended,  records  relating  to^the 
Radio  Amateur  Civil  Emergency  Service 
shall  not  be  open  to  general  public  in¬ 
spection. 

§  12.201  Definitions.  For  the  pur¬ 
poses  of  this  subpart,  the  following  defi¬ 
nitions  are  applicable: 

(a)  Radio  Amateur  CivU  Emergency 
Service.  A  temporary  radio-communi¬ 
cation  service  carried  on  by  licensed 
amateur  radio  stations  while  operating 
on  specifically  designated  segments  of 
the  regularly  allocated  amateur  fre¬ 
quency  bands  under  the  direction  of 
authorized  local,  regional,  or  federal  civil 
defense  officials  pursuant  to  an  approved 
civil  defense  communications  plap. 

(b)  Radio  Amateur  Civil  Emergency 
Station.  An  amateur  radio  station  which 
is  authorized  to  operate  in  the  Radio 
Amateur  Civil  Emergency  Service  for 
the  purpose  of  transmitting  and  receiv¬ 
ing  civil  defense  communications. 

(c)  Civil  defense  communications. 
Communications  or  signals  essential  to 
the  conduct  of  civil  defense  activities  of 
duly  authorized  civil  defense  organiza¬ 
tions,  including  communications  directly 
concerning  safety  of  life,  preservation  of 
property,  maintenance  of  law  and  order, 
alleviation  of  human  suffering  and  need 
and  dissemination  of  warnings  of  enemy 
attack  to  the  civilian  population  in  case 
of  actual  or  impending  armed  attack  or 
in  any  disaster  or  other  incident  endan¬ 
gering  the  public  welfare.  Such  com¬ 
munications  may  also  include  transmis¬ 
sions  necessary  to  establishment  and 
maintenance  of  the  radio  system  and 
communications  essential  to  the  training 
of  civil  defense  personnel. 

(d)  Civil  defense  authority.  The  le¬ 
gally  appointed  Director  of  Civil  Defense, 
or  his  authorized  alternate  or  repre¬ 
sentative,  for  the  particular  geograph¬ 
ical  area  (city,  county,  etc.)  which  a 
proposed  radio  station  is  intended  to 
serve,  and  who  is  responsible  to  local 
govenmental  authority  for  protection 
and  aid  to  the  civilian  population  in  the 
event  of  armed  attack  or  of  any  disaster 
or  other  incident  endangering  public 
safety. 

(e)  Civil  Defense  Communications  Of¬ 
ficer.  The  official  of  any  duly  consti¬ 
tuted  civil  defense  organization  having 
direct  responsibility  under  the  Director 
of  that  organization  for  the  provision, 
organization,  maintenance,  readiness, 
and  utilization  of  all  means  of  communi¬ 
cation  to  be  used  by  such  civil  defense 
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(urganization  in  the  performance  of  its 
lawful  functions. 

(f)  CivU  Defense  Radio  Officer.  The 
duly  designated  official  of  a  legally  con¬ 
stituted  civil  defense  oi^anization  who  is 
directly  responsible  either  to  the  Com¬ 
munications  Officer  or  to  the  Director  of 
such  civil  defense  organization  for  the 
provision,  organization,  maintenance, 
readiness,  and  utilization  of  radio  com¬ 
munications  facilities  for  civil  defense 
use. 

(g)  Radio  Amateur  Civil  Emergency 
Network.  All  radio  amateur  civil  emer¬ 
gency  stations  intended  to  be  included 
in  the  civil  defense  communications  plan 
of  the  area  concerned  and  which  oper¬ 
ate,  or  are  to  operate,  in  conjunction 
with  a  single  control  station.  Such  net¬ 
work  may  be  made  up  of  several  sepa¬ 
rately  authorized  radio  amateur  civil 
emergency  stations  or  units  of  such  sta¬ 
tions,  or  may  be  made  up  of  several  units 
of  the  same  station  operated  at  different 
locations.  In  addition,  the  same  radio 
amateur  civil  emergency  station  or  any 
unit  of  such  station  may  be  a  part  of 
more  than  one  network;  e.  g.,  the  control 
station  of  one  network  may  also  be  the 
control  station  or  a  member  station  of 
another  network  operated  in  conjunc¬ 
tion  therewith. 

(h)  Control  station.  The  term  “con¬ 
trol  station”  or  “net  control  station” 
means  any  authorized  Radio  Amateur 
Civil  Emergency  Station  unit  designated 
by  the  civil  defense  radio  officer,  with 
the  approval  of  the  Director  of  Ci^l  De¬ 
fense  or  the  Civil  Defense  Communica¬ 
tions  Officer,  to  direct  the  use  and  oper¬ 
ation  of  other  station  units  of  the  same 
Radio  Amateur  Civil  Emergency  Net¬ 
work. 

(i)  Civil  defense  communications 
plan.  A  civil  defense  communications 
plan  is  the  plan  under  which  communi¬ 
cations  facilities  are  provided  to  all 
branches  and  phases  of  the  civil  defense 
organization  in  the  area  concerned  and 
for  all  of  its  activities.  Such  plan  may 
be  drawn  up  in  accordance  with  the 
needs  of  the  particular  area  affected 
and  the  facilities,  including  licensed 
radio  operators  and  .stations,  available 
in  that  particular  area.  Plans  need  not 
be  uniform,  but  to  be  acceptable  to  the 

.  Commission  they  must  comply  with  the 
following: 

(1)  The  plan  must  be  clearly  de¬ 
scribed  in  writing,  and  it  may  include 
diagrams  and  sketches.  It  must  include 
a  general  description  of  the  facilities 
and  personnel  available  to  provide  com¬ 
munications  for  civil  defense  purposes 
and  the  expected  usage  to  be  made 
thereof. 

(2)  The  plan  must  have  been  ap¬ 
proved  by  the  state  or  territorial  and 
federal  civil  defense  authorities  having 
jurisdiction  of  the  area  affected. 

(3)  The  plan  must  include  the  name, 
address,  official  title,  and  a  statement  of 
the  qualifications  of  the  Civil  Defense 
Radio  Officer  (and  of  any  and  all  alter¬ 
nate  Radio  Officers)  responsible  for  the 
organization,  training,  and  utilization  of 
the  radio  amateur  cMl  emergency  sta¬ 
tion  networks  under  that  plan,  and  the 
name,  address,  and  official  title  of  the 
civil  defense  official  responsible  for  the 
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coordination  of  all  civil  defense  activi¬ 
ties  of  the  area  concerned. 

(4)  The  plan  must  include  a  general 
description  of  each  radio  amateur  civil 
emergency  station  network  under  the 
jurisdiction  of  each  respective  Civil  De¬ 
fense  Radio  Officer,  showing  location  of 
fixed  installations,  purpose,  area  of  ac¬ 
tivity  to  be  served,  an  estimate  of  the 
number  of  radio  amateur  stations  and 
independent  operating  units  of  such 
stations  intended  to  be  used  in  the  net¬ 
work.  and  a  description,  including  the 
location  and  call  sign,  of  its  control 
station  and  any  alternate  control  sta¬ 
tion  or  stations. 

(5)  The  plan  must  include  a  general 
statement  as  to  the  frequency  bands  to 
be  used  by  the  radio  amateur  civil 
emergency  station  networks  and  the 
approximate  number  of  stations,  or  units 
of  such  stations,  to  be  operated  in  each 
such  band,  together  with  a  description 
of  the  method  which  has  been  adopted 
for  liaison  and  coordination  of  fre¬ 
quency  usage  with  other  similar  net¬ 
works  in  the  same  and  adjacent  areas. 

(6)  The  plan  must  include  a  state¬ 
ment  setting  forth  the  facilities  available 
to  the  area  and  the  procedures  to  be  fol¬ 
lowed  in  determining  the  loyalty  and 
general  reliability  of  all  civU  defense 
Radio  Officers,  amateur  radio  station 
licensees  and  radio  operators  intended 
to  be  utilized  in  the  implementation  of 
that  plan.  (See  §§  12.214  (b) .  12.215  (c) 
and  12.241  (a).) 

§  12.202  Applicability  of  rules  govern¬ 
ing  amateur  radio  stations  and  operators. 
In  all  cases  not  specifically  covered  by 
the  regulations  contained  in  this  subpart, 
licensed  amateur  stations  authorized  to 
be  operated  in  the  Radio  Amateur  Civil 
Emergency  Service  shall  be  governed  by 
the  provisions  of  the  rules  governing 
amateur  radio  stations  and  operators 
(Subpart  A  of  this  part)  which  are  not  in 
confiict  herewith.  In  any  case  of  con¬ 
flict,  tiie  rules  governing  the  Radio  Ama¬ 
teur  Civil  Emergency  Service  shall  govern 
in  respect  to  any  station  operated  in  t£iat 
service. 

ORGANIZATION 

§  12.211  Organization  of  networks. 
To  supplement  or  extend  other  means  of 
communication  available  to  the  civil  de¬ 
fense  organization  or  to  provide  neces¬ 
sary  communications  for  which  no  other 
means  exist,  local  radio  amateur  civil 
emergency  station  networks  shall  be 
organized  by  the  civil  defense  authority 
of  the  area  concerned  and  under  the 
immediate  direction  of  the  Civil  Defense 
Radio  Officer.  Such  networks  shall  in¬ 
clude  all  licensed  amateur  radio  stations 
which  are  intended  to  be  included  in  the 
civil  defense  comunications  plan  of  the 
area  concerned.  In  any  particular  area 
there  may  be  several  such  networks  and 
each  network  may  be  independent  of  the 
others.  Whenever  there  is  more  than 
one  network  in  the  same  area,  all  such 
networks  must  share,  under  a  single  civil 
defense  communications  plan,  the  avail¬ 
able  frequencies  in  an  efficient  and  or¬ 
derly  manner.  The  various  networks  in 
adjacent  areas  shall  establish  proper  liai¬ 
son  and  a  description  of  the  arrange¬ 
ments  made  shall  become  a  part  of  their 
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respective  civil  defense  communications 
plans.  Such  arrangements  shall  provide 
for  the  efficient  sharing  of  frequencies, 
plans  for  operating  procedure  designed 
to  avoid  mutuaj  interference,  and  the  ex¬ 
change  of  communications  facilities  upon 
an  inter-area  basis  where  need  for  Such 
exchange  may  arise. 

§  12.212  Approval  of  civil  defense 
communications  plans,  (a)  All  civil  de¬ 
fense  communications  plans  which  pro¬ 
vide  for  the  utilization  of  radio  amateur 
civil  emergency  stations  for  civil  defense 
purposes  must  be  submitted  to  and  ap¬ 
proved  by  the  responsible  state  (or  terri¬ 
torial)  and  federal  civil  defense  authori¬ 
ties  before  the  licensed  amateur  stations 
intended  to  be  used  will  be  authorized  to 
operate  in  the  radio  amateur  civil  Mner- 
gency  service. 

(b)  Material  changes  or  modifications 
in  such  civil  defense  communications 
plans  which  alter  the  basic  information 
required  shall  be  submitted  for  approval 
in  the  same  manner  as  the  original  plans. 

(c)  Written  certification  of  approval 
by  the  competent  state  (or  territorial) 
and  federal  civil  defense  authorities  of 
each  civil  defense  communications  plan, 
or  of  any  changes  or  modifications 
thereof,  shall  accompany  the  copies  of 
such  plans,  changes,  or  modifications, 
which  are  submitted  to  the  Commission 
in  accordance  with  the  provisions  of  this 
part. 

§  12.213  Certification  of  Civil  Defense 
Radio  Officer,  (a)  Certification  of  the 
Civil  Defense  Radio  Officer  shall  be  made 
on  PCC  Form  482.  Such  form  shall  be 
executed  by  the  civil  defense  authority 
responsible  for  the  coordination  of  all 
civil  defense  activities  of  the  area  con¬ 
cerned  and  show:  (1)  The  name,  address, 
and  area  of  responsibility  of  such  civil 
defense  radio  officer,  (2)  statement  by 
him  that  he  has  accepted  such  appoint¬ 
ment  and  agrees  to  perform  faithfully 
the  duties  of  that  office,  including  those 
prescribed  by  this  subpart,  (3)  a  certifi¬ 
cation  by  the  responsible  civil  defense 
authority  that  he  has  satisfied  nimself 
that  the  named  civil  defense  radio  officer 
is  fully  qualified  in  accordance  with  the 
provisions  of  §  12.214,  and  (4)  the  effec¬ 
tive  date  of  the  appointment  of  the  civil 
defense  radio  officer  and  the  name  of  any 
previous  civil  defense  radio  officer  whose 
appointment  is  terminated. 

(b)  PCC  Form  No.  482,  when  com¬ 
pleted  in  accordance  with  this  section, 
shall  be  forwarded  to  the  Commission 
via  the  responsible  state  (or  territorial) 
and  federal  civil  defense  officials  whose 
approval  (or  disapproval)  shall  be 
clearly  indicated  on  the  form. 

§  12.214  Qualifications  of  Civil  De¬ 
fense  Radio  Officer.  No  person  shall  be 
considered  qualified  as  a  civil  defense 
radio  officer  until  he  shall  have  been 
found  to  satisfy  the  following  minimum 
requirements: 

(a)  He  shall  hold  either  (1)  a  valid 
commercial  radio  operator’s  license  of 
either  first  or  second  class  (radiotele¬ 
graph  or  radiotelephone)  issued  by  the 
Commission,  or  (2)  a  valid  amateur 
operator  license  issued  by  the  Commis¬ 
sion,  other  than  the  Technician  or 
Novice  Class. 


(b)  A  determination  shall  have  been 
made  as  to  his  loyalty  to  the  United 
States  and  his  general  reliability,  in  ac¬ 
cordance  with  the  procedures  provided 
in  the  approved  civil  defense  communi¬ 
cations  plan  of  the  area  concerned. 

(c)  It  shall  have  been  determined  that 
his  technical  and  administrative  qualifi¬ 
cations  are  adequate  for  the  proper  per¬ 
formance  of  his  duties. 

§  12.215  Duties  of  Civil  Defense  Radio 
Officer.  The  duties  of  the  Civil  Defense 
Radio  Officer  shall  include  .among  such 
other  duties  as  may  be  assigned  or  as 
may  be  required  in  accordance  with  the 
provisions  of  this  subpart. 

(a)  The  direction  and  supervision  of 
all  radio  stations  forming  the  '  radio 
amateur  civil  emergency  networks  in 
accordance  with  the  approved  civil  de¬ 
fense  communications  plan  for  the  area 
involved. 

(b)  Provision  for  adequate  monitor¬ 
ing  of  all  transmissions  of  the  stations 
under  his  supervision  to  assure  com¬ 
pliance  with  the  rules  and  regulations 
of  the  Commission,  and  to  guard  against 
improper  use  of  the  radio  stations  and 
intentional  or  inadvertent  transmissions 
which  might  jeopardize  the  defense  or 
security  of  the  United  States. 

(c)  The  recommendation  to  the  Com¬ 
mission  for  the  granting  of  authoriza¬ 
tions  to  individual  amateurs  for  opera¬ 
tion  in  this  service,  and  certification  to 
the  Commission  as  to  the  loyalty  to  the 
United  States  and  reliability  of  such 
individuals  and  the  certification  required 
in  accordance  with  §  12.223. 

(d)  The  recommendation  to  the  Com¬ 
mission  for  cancellation  of  any  au¬ 
thorization  previously  recommended  or 
certified  whenever  subsequent  investiga¬ 
tion  or  circumstances  indicate  that  the 
original  recommendation  or  certification 
should  not  have  been  made. 

STATION  AUTHORIZATIONS 

§  12.221  station  authorization  re¬ 
quired.  No  radio  station  may  be  oper¬ 
ated  in  the  Radio  Amateur  Civil 
Emergency  Service  except  pursuant  to 
an  authorization  for  such  operation  is¬ 
sued  by  the  Federal  Communications 
Commission. 

§  12.222  Eligibility  for  station  author¬ 
ization.  An  authorization  to  operate  a 
station  in  the  Radio  Amateur  Civil 
Emergency  Service  will  be  issued  only  to 
a  person  who  holds  an  amateur  radio 
operator  license,  other  than  Technician 
or  Novice  Class,  and  an  appropriate  ama¬ 
teur  radio  station  license. 

§  12.223  Filing  of  application.  Each 
application  for  a  station  authorization 
or  for  renewal  thereof  shall  be  submitted 
on  FCC  Form  481-1,  signed  under  oath 
or  affirmation  by  the  applicant  and 
countersigned  by  the  appropriate  civil 
defense  radio  officer,  who  shall  certify  to 
the  following: 

(a)  That  the  applicant  has  satisfied 
all  requirements  (both  local  and  federal) 
for  participation  in  the  civil  defense  or¬ 
ganization  and  is  actually  enrolled  as  a 
member  of  the  local  organization  which 
serves  the  area  where  the  station  will 
operate. 


(b)  That  the  amateur  station  licensed 
in  the  name  of  the  applicant  has  been 
approved  for  and,  when  authorized  by 
the  Commission,  will  actually  constitute 
a  unit  of  a  civil  defense  communications 
network  in  accordance  with  an  approved 
civil  defense  communications  plan  or 
amendment  thereof. 

§  12.224  Additional  data  required. 
Each  application  for  a  station  authoriza¬ 
tion  in  the  Radio  Amateur  Civil  Emer¬ 
gency  Service  shall  be  accompanied  by 
the  following  data  unless  such  material 
has  already  been  submitted  to  the  Com¬ 
mission,  in  which  case  the  application 
shall  clearly  identify  the  material  pre¬ 
viously  submitted: 

(a)  A  copy  of  the  approved  commu¬ 
nications  plan  (as  defined  in  this  part) 
for  the  civil  defense  communications 
network  in  which  the  station  will  op¬ 
erate,  together  with  a  copy  of  each 
approved  amendment,  change  or  modi¬ 
fication  of  that  plan. 

(b)  The  official  certification  of  the 
Civil  Defense  Radio  Officer  as  provided 
in  this  subpart. 

§  12.225  Single  application  for  all 
equipment  under  one  amateur  station 
license.  Only  one  application  need  be 
filed  for  any  one  amateur  station,  in¬ 
cluding  all  transmitting  equipment  un¬ 
der  the  control  of  the  licensee  of  that 
station,  even  though  individual  units  of 
such  station  are  capable  of  being  op¬ 
erated  and  are  intended  to  be  operated 
Independently  at  different  locations,  or 
as  portable  or  mobile  stations  with  no 
fixed  locations.  No  distinction  need  be 
made  between  those  units  which  are 
personally  owned  by  the  amateur  sta¬ 
tion  licensee  and  those  units  which  are 
otherwise  under  his  technical  control  for 
operation  in  this  service. 

§  12.226  Issuance  of  station  author¬ 
ization.  An  authorization  to  operate  in 
this  service,  will  be  issued  in  the  dis¬ 
cretion  of  the  Commission  upon  satis¬ 
factory  completion  of  all  requirements 
of  this  subpart  and  proper  certification 
that  the  requirements  of  the  civil  de¬ 
fense  organization  for  which  the  station 
will  be  used  have  been  or  are  being  com¬ 
plied  with.  The  station  authorization 
(Form  481-2)  will  be  forwarded  to  the 
Civil  Defense  Radio  Officer  for  delivery 
to  the  applicant.  Such  authorization 
will  be  accompanied  by  a  stub  (Form 
481-3)  which  may  be  retained  by  the 
civil  defense  radio  officer  for  his  records. 

§  12.227  Term  of  station  authoriza¬ 
tion.  (a)  Authorization  to  operate  an 
amateur  station  in  the  Radio  Amateur 
Civil  Emergency  Service  will  be  issued 
for  a  term  running  concurrently  with 
the  term  of  the  amateur  radio  station 
license.  Application  for  renewal  of  such 
authorization  shall  be  filed  concurrently 
with  application  for  renewal  of  the  basic 
amateur  radio  station  license. 

(b)  Whenever,  under  rules  contained 
in  Subpart  A  of  this  part,  modification 
of  the  basic  amateur  station  license  be¬ 
comes  necessary,  if  such  modification 
affects  the  information  submitted  with 
the  original  application  for  a  license  in 
this  service,  application  for  modification 
of  the  Radio  Amateur  Civil  Emergency 
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station  license  shall  be  submitted  con¬ 
currently  therewith. 

(c)  Nothing  in  this  section  shall  be 
construed  to  alter  or  amend  the  tempo¬ 
rary  nature  of  a  station  authorization  in 
the  Radio  Amateur  Civil  Emergency 
Service  and  the  Commission’s  authority 
to  cancel  or  amend  it  in  accordance 
with  the  applicant’s  agreement  as  indi¬ 
cated  on  the  initial  application  for  sta¬ 
tion  authorization. 

§  12.228  Cancellation  of  station  au¬ 
thorization.  (a)  Each  authorization  for 
operation  in  the  Radio  Amateur  Civil 
Emergency  Service  shall  be  issued  with 
the  express  provision  that  such  authori¬ 
zation  is  subject  to  revocation  or  can¬ 
cellation  without  hearing  whenever,  in 
the  opinion  of  the  Commission,  the  se¬ 
curity  of  the  United  States  or  the  proper 
functioning  of  the  Radio  Amateur  Civil 
Emergency  Service  would  be  served 
thereby,  or  termination  of  the  national 
emergency  makes  it  unnecessary  to  con¬ 
tinue  the  operation  of  stations  in  this 
service. 

(b)  The  station  authorization  shall 
be  submitted  to  the  Commission  (via 
the  C^vil  Defense  Radio  OflQcer)  for 
cancellation  under  the  following  circum¬ 
stances: 

(1)  The  station  for  which  the  au¬ 
thorization  was  issued  becomes  Inactive 
for  a  period  of  three  months  or  it  is  not 
planned  to  use  the  station  in  the  radio 
amateur  civil  emergency  network  for  a 
period  of  at  least  three  months. 

(2)  The  basic  amateur  radio  station 
license  of  the  station  has  expired  and  has 
not  been  renewed. 

(3)  In  cases  where  the  amateur  radio 
station  license  and  the  radio  amateur 
civil  emergency  station  authorization 
have  both  been  modified,  the  original 
authorization  of  the  latter  shall  be  sub¬ 
mitted  to  the  Commission  immediately 
upon  receipt  by  the  licensee  of  a  new  or 
modified  authorization. 

TECHNICAL  REQUIREMENTS 

§  12.231  Frequencies  available,  (a) 
The  following  tabulation  indicates  the 
frequency  bands,  within  the  regularly  al¬ 
located  amateur  frequency  bands,  which 
are  available  for  use  by  statidns  in  the 
Radio  Amateur  Civil  Emergency  Service. 
These  frequency  bands  may  be  used,  on 
a  non-exclusive  basis,  by  the  classes  of 
radio  amateur  civil  emergency  stations 
or  units  of  such  stations  indicated,  and 
only  with  the  types  of  emission  shown  in 
the  right-hand  column. 

(1)  For  use  only  by  authorized  sta¬ 
tions  or  units  of  such  stations  which  are 
operated  under  the  direct  supervision  of 
duly  designated  and  responsible  ofBcials 
of  the  civil  defense  organization: 

Frequency  band:  Authorized  emission 

1800-1825  kc  * _ O.lAl,  6A3. 

187&-1900  kc » _ O.lAl,  6A3. 

1900-1925 kc* _ O.lAl,  6A3. 

1975-2000  kc  * _ O.lAl,  6A3. 

3500-3610  kc _ O.lAl,  l.lFl. 

3990-4000  kc - O.lAl,  l.lFl,  6A3,  6P3. 

*  Use  of  frequencies  In  the  band  1800-2000 

kc  la  subject  to  the  priority  of  the  Loran 
system  of  radionavigation  in  this  band  and 
to  the  geographical,  frequency,  emission,  and 
power  limitations  contained  in  §  12.111  of 
the  rules  governing  amateur  radio  stations 
and  operators  (Subpart  A  of  this  part) .  The 


use  of  these  frequencies  by  stations  auUior- 
Ized  to  be  operated  in  the  Radio  Amateur 
Civil  Emergency  Service  shaU  not  be  a  bar 
to  expansion  of  the  radionavigation  (Loran) 
service,  and  such  use  shall  be  considered 
temporary  in  the  sense  that  it  shall  remain 
subject  to  cancellation  or  to  revision,  in 
whole  or  in  part,  without  hearing,  whenever 
the  Commission  shall  deem  such  cancellation 
or  revision  to  be  necessary  or  desirable  in  the 
light  of  the  priority  within  this  band  of  the 
Loran  system  of  radionavigation. 

(2)  For  use  by  all  authorized  stations: 

Frequency  band:  Authorized  emission 

28.55-28.75  Me _ O.lAl,  6A3,  6A4,  6F3. 

29.45-29.65  Me _ O.lAl,  l.lFl,  6A3,  6A4, 

40F3. 

50.35- 50.76  Me _ O.lAl,  6A2,  6A3,  6A4, 

6F3. 

63.35- 53.75  Me _ O.lAl,  l.lFl,  6A2,  6F2, 

6A3,  6A4,  40F3. 

145.17-145.71  Me _ O.lAl,  l.lFl,  6A2,  6F2, 

6A3,  6A4,  40F3. 

146.79-147.33  Mc-__  O.lAl.  l.lFl,  6A2,  6F2, 
6A3,  6A4,  40F3. 

220-225  Me . . O.lAl.  l.lFl,  6A2,  6F2, 

6A3.  6A4.  40F3. 

(b)  'The  selection  and  use  of  specific 
frequencies  within  the  authorized  fre¬ 
quency  bands  by  stations  in  the  Radio 
Amateur  Civil  Emergency  Service  shall 
be  in  accordance  with  a  coordinated  local 
area  and  adjacent  area  civil  defense 
communications  plan  '  and  applicable 
rules  of  this  part. 

(c)  At  such  time  as  any  or  all  of  these 
frequency  bands  are  withdrawn  from 
availability  to  stations  operating  in  ^e 
Amateur  Radio  Service,  such  bands  shall 
be  jointly  available  to  stations  in  the 
Radio  Amateur  Civil  Emergency  Service 
and  to  stations  in  the  military  services 
for  training  and  tactical  operations.  At 
that  time,  in  areas  where  interference 
might  occur,  local  mutual  arrangements 
shall  be  made  regarding  times  of  opera¬ 
tion  such  as  to  preclude  or  satisfactorily 
alleviate  interference.  In  time  of  actual 
civil  defense  emergency,  stations  in  the 
Radio  Amateur  C!ivil  Emergency  Service 
shall  have  absolute  priority. 

§  12.232  Classification  of  emissions. 
(a)  For  the  purposes  of  this  subpart,  the 
authorized  emissions,  as  contained  in  the 
table  of  §  12.231,  are  defined  as  follows: 

O.lAl — Continuous  wave  telegraphy. 
l.lFl — ^Frequency  shift  telegraphy. 

6A2 — Telegraphy  ampUtude  modulated  at 
audio  frequency. 

6P2 — Telegraphy  frequency  modulated  at 
audio  frequency. 

6A3— Commercial  quality  amplitude  mod¬ 
ulated  telephony. 

6F3 — ^Narrow  band  frequency  or  phase 
modulated  telephony. 

40F3 — ^Wlde  band  frequency  or  phase  mod¬ 
ulated  telephony. 

6A4 — Amplitude  modulated  facsimile. 

(b)  On  frequencies  where  wide  band 
frequency  or  phase  modulated  telephony 
(40F3)  is  authorized,  narrow  band  fre¬ 
quency  or  phase  modulated  telephony 
(6F3)  may  also  be  employed;  similarly, 
where  commercial  quality  amplitude 
modulated  telephony  (6A3)  is  au¬ 
thorized,  single  or  double  sideband  am¬ 
plitude  modulated  telephony,  with  or 
without  carrier  or  with  reduced  carrier, 
may  also  be  employed. 

§  12.233  Transmitter  power.  The 
transmitting  equipment  of  a  radio  sta¬ 
tion  in  this  service  shall  be  adjusted  in 


such  manner  as  to  produce  the  minimum 
radiation  necessary  to  carry  out  the  com¬ 
munications  desired.  No  station  op¬ 
erating  in  this  service  shall  use  a  direct 
current  plate  power  input  to  the  vacuum 
tube  or  tubes  supplying  energy  to  the 
antenna  in  excess  of  that  permitted  to 
be  used  by  a  licensed  amateur  radio  sta¬ 
tion  when  operated  on  the  same  fre¬ 
quencies  or  in  the  same  frequency  bands 
In  accordance  with  the  provisions  of  the 
rules  governing  amateur  radio  stations 
and  operators  (Subpart  A  of  this  part).  . 

§  12.234  Equipment  requirements. 
(a)  Except  under  the  conditions  speci¬ 
fied  in  paragraph  (b)  of  this  section,  all 
stations  authorized  to  be  operated  in 
the  Radio  Amateur  Civil  Emergency 
Service  shall  be  capable  of  receiving  on 
the  same  frequencies  or  frequency  bands 
utilized  for  transmission. 

(b)  When  a  station  in  this  service  is 
operated  only  on  a  single  frequency  or 
frequency  band  for  cross-band  opera¬ 
tion  in  communication  with  a  station  or 
stations  operating  on  another  frequency 
or  in  another  frequency  band,  or  in  other 
services,  such  station  shall  be  capable 
of  receiving  the  station  with  which  it  is 
communicating. 

(c)  The  direct  modulation  of  an  oscil¬ 
lator  with  a  frequency  stability  less  than 
that  obtainable  with  crystal  control,  or 
the  radiation  of  a  signal  having  simul¬ 
taneous  amplitude  and  frequency  or 
phase  modulation,  is  prohibited  on  fre¬ 
quencies  below  220  Me. 

§  12.235  Alleviation  of  harmful  in¬ 
terference.  (a)  When  emissions  of 
stations  in  the  Radio  Amateur  Civil 
Emergency  Service,  other  than  those 
necessary  to  carry  on  the  desired  com¬ 
munications,  cause  harmful  interfer¬ 
ence  to  stations  in  this  or  any  other 
service,  the  Commission  may,  in  its  dis¬ 
cretion,  require  appropriate  technical 
changes  in  the  equipment  to  alleviate 
the  interference. 

(b)  When  the  emissions  of  stations  in 
the  Radio  Amateur  Civil  Emergency 
Service  that  are  necessary  to  carry  on 
the  desired  communications  cause  harm¬ 
ful  interference  to  stations  in  other 
radio  services,  appropriate  action  shall 
be  taken  to  alleviate  such  interference 
including,  if  necessary,  the  suspension 
(except  during  times  of  an  actual  state 
of  civil  emergency)  of  such  emissions 
as  cause  the  interference. 

OPERATING  REQUIREMENTS 

§  12.241  Operator  requirements,  (a) 
No  person  shall  operate  a  station  in  the 
Radio  Amateur  Civil  Emergency  Service 
unless  (1)  that  person  holds  a  valid 
radio  operator  license  of  the  proper 
grade,  as  described  in  this  section,  and 
(2)  that  person  holds  a  valid  written 
certification  by  the  chief  of  the  local, 
regional,  or  state  Civil  Defense  organi¬ 
zation  of  the  area  in  which  he  serves 
that  he  has  satisfied  all  federal,  state, 
and  local  requirements  for  enrollment 
in  the  Civil  Defense  organization  as  a 
radio  operator  and  is  actually  enrolled 
therein.  Such  certification  shall  clearly 
indicate  that  a  determination  has  been 
made  as  to  his  loyalty  to  the  United 
States  and  general  reliability  in  ac¬ 
cordance  with  the  procedures  described 
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in  the  approved  civil  defense  communi¬ 
cations  plan  for  the  area  concerned. 
(See  §S  12.201  (i).and  12.212.) 

(b)  The  person  manipulating  the  key 
of  a  manually  operated  radio-telegraph 
transmitter  of  a  station  authorized  to 
operate  in  this  service  shall  hold  either 

(1)  any  class  of  amateur  operator  li¬ 
cense  issued  by  the  Commission,  other 
than  the  Technician  or  Novice  Class,  or 

(2)  any  class  of  commercial  radiotele¬ 
graph  operator  license  issued  by  the 
Commission  other  than  the  Temporary 
Limited  Radiotelegraph  Second  Class 
Operator  License,  together  with  the  cer¬ 
tification  required  in  accordance  with 
the  provisions  of  paragraph  (a)  of  this 
section. 

(c)  Except  as  specifically  provided  in 
paragraphs  (a)  and  (b)  of  this  section, 
any  station  in  the  Radio  Amateur  Civil 
Emergency  Service  may  be  operated  by 
the  holder  of  any  class  of  amateur  or 
commercial  radio  operator  license  issued 
by  the  Commission  other  than  a  Tempo¬ 
rary  Limited  Radiotelegraph  Second 
Class  Operator  License  or  an  Aircraft 
Radiotelephone  Opertitor  Authorization: 
Provided,  That,  when  such  operation  is 
performed  by  the  holder  of  a  Novice 
Class  amateur  operator  license  or  by  the 
holder  of  a  commercial  radiotelephone 
or  radiotelegraph  third  class  operator 
license  or  resl^cted  operator  permit; 
(1)  such  operator  shall  be  prohibited 
from  making  any  adjustments  that  may 
result  in  improper  transmitter  onera- 
tion,  (2)  the  equipment  shall  be  so  de¬ 
signed  and  installed  that  none  of  the 
operations  necessary  to  be  performed 
during  the  course  of  the  normal  rendi¬ 
tion  of  the  service  of  the  station  may 
cause  ofl-frequency  operation  or  result 
in  any  unauthorized  radiation,  and  (3) 
any  needed  adjustments  of  the  trans¬ 
mitter  that  may  affect  the  proper  op¬ 
eration  of  the  station  shall  be  regularly 
made  by  or  under  the  immediate  super¬ 
vision  and  responsibility  of  the  holder  of 
either  an  amateur  operator  license  other 
than  the  Novice  (Tlass  or  a  commercial 
radiotelephone  or  radiotelegraph  first  or 
second  class  operator  license. 

(d)  All  adjustments  ch:  tests  during  or 
coincident  with  the  installation,  servic¬ 
ing  or  maintenance  of  the  transmitting 
equipment  of  a  station  in  this  service 
shall  be  made  only  by  or  under  the  im¬ 
mediate  supervision  and  responsibility  of 
the  holder  of  either  (1)  an  amateur  oper¬ 
ator  license  other  than  the  Novice  Class 
or  (2)  a  commercial  radiotelephone  or 
radiotelegraph  first  or  second  class  oper¬ 
ator  license  issued  by  the  Commission, 
who  in  addition  holds  the  certification 
required  in  accordance  with  the  provi¬ 
sions  of  paragraph  (a)  of  this  section. 

§  12.242  Operation  at  other  than  li¬ 
censed  location.  A  station  in  this  serv¬ 
ice,  or  any  unit  thereof,  may  be  operated 
at  any  location  in  accordance  with  the 
approved  civil  defense  communications 
plan  for  the  area  concerned,  in  the  dis¬ 
cretion  of  and  as  directed  by  the  Civil 
Defense  Radio  Officer,  without  notice  to 
the  Commission  and  without  limitation 
as  to  the  length  of  time  within  which 
such  operation  takes  place:  Provided, 
That  nothing  in  this  section  shall  be  con¬ 
strued  to  waive  the  necessity  for  modifi¬ 


cation  of  the  authorization  of  a  station 
in  this  service  when  the  address  of  the 
licensee  or  the  basic  location  of  the  sta¬ 
tion  is  changed,  or  for  any  other  reason 
where,  because  of  a  change  of  the  com¬ 
munications  plan  or  other  reason,  the 
Information  heretofore  furnished  the 
Commission  with  the  original  application 
may  be  materially  altered  or  changed. 

§  12.243  Availability  of  station  au¬ 
thorizations  and  operator  licenses,  (a). 
The  original  station  authorization  per¬ 
mitting  operation  of  the  licensed  ama¬ 
teur  station  in  the  Radio  Amateur  Civil 
Emergency  Service,  or  a  photocopy 
thereof,  shall  be  permanently  attached 
to  each  transmitter  of  such  station,  in¬ 
cluding  each  transmitter  which  is  capa¬ 
ble  of  being  operated  and  intended  to  be 
operated  independently  at  different  loca¬ 
tions,  if  the  transmitter  is  readily  acces¬ 
sible,  or,  if  the  control  position  is  located 
at  a  place  other  than  the  transmitter 
location,  it  may  be  posted  at  the  control 
position:  Provided,  That,  whenever  a 
photocopy  of  the  station  authorization  is 
utilized  in  compliance  with  the  foregoing 
requirement,  the  original  station  author¬ 
ization  shall  be  made  available  for  in¬ 
spection  upon  reasonable  request  from 
any  authorized  representative  of  the 
Federal  Government. 

(b)  The  original  radio  operator  li¬ 
cense,  or  a  verification  card  (FCC  Form 
758-F)  in  the  case  of  the  holder  of  a 
commercial  radio  operator  license  of  the 
diploma  type,  of  the  operator  controlling 
the  emissions  of  a  station  authorized  to 
be  operated  in  this  service  together  with 
the  certification  required  by  §  12.241  (a) , 
shall  be  carried  on  his  person  or  kept 
immediately  available  at  the  place  where 
he  is  operating  the  station  or  any  inde¬ 
pendent  unit  of  a  station:  Provided, 
That,  whenever  a  verification  card  (FCC 
Form  758-F)  is  utilized  in  compliance 
with  the  foregoing  requirement,  the  orig¬ 
inal  operator  license  shall  be  made  avail¬ 
able  for  inspection  upon  reasonable 
request  from  any  authorized  representa¬ 
tive  of  the  Federal  Government. 

(c)  When  a  licensed  amateur  station, 
or  an  independent  unit  of  such  station, 
-is  operated  at  a  location  other  than  that 

shown  in  its  license  fit  compliance  with 
the  provisions  of  this  subpart,  the  basic 
amateur  station  license  required  by  Sub¬ 
part  A  of  this  part  need  not  be  readily 
available  at  the  station  or  unit  location, 
but  shall  be  made  available  for  inspec¬ 
tion  upon  reasonable  request  from  any 
authorized  representative  of  the  Fed¬ 
eral  Government. 

§  12.244  Radio  station  log.  (a)  Ex¬ 
cept  as  otherwise  expressly  provided  in 
this  subpart,  there  shall  be  maintained 
at  each  radio  amateur  civil  emergency 
station,  or  unit  of  suci  station,  an  accu¬ 
rate  log  of  all  operations.  The  following 
information  shall  be  recorded  in  such 
station  log: 

(1)  The  name  and  address  of  the  sta¬ 
tion  licensee^  the  regularly  assigned  call 
sign  of  the  station  and  unit  number  if 
any,  the  name  of  the  radio  amateur 
civil  emergency  network  or  networks  in 
which  the  station  is  normally  operated, 
and  the  d.  c.  plate  power  input  to  the 
vacuum  tube  or  tubes  supplying  energy 
to  the  transmitting  antenna  system. 


This  information  need  be  entered  only 
once  in  the  log  unless  there  is  a  change 
in  any  of  the  above  items,  but  the  orig- 
inal  entry  and  each  change  shall  show 
the  date  on  which  the  entry  was  made. 

(2)  The  date  and  time  of  beginning 
and  end  of  each  period  during  which 
the  station  was  operated,  the  purpose  of 
such  operation,  and  the  frequencies  or 
bands  of  frequencies  on  which  the  op¬ 
eration  took  place. 

(3)  The  call  signs  or  other  identifica¬ 
tion  of  all  stations  or  units  of  such  sta¬ 
tions  with  which  communications  are 
established  or  attempted  during  such 
period  of  operation. 

(4)  The  signature  of  the  licensed 
operator  on  duty  and  in  charge  of  the 
operation  of  the  station  or  unit  of  such 
station  during  each  period  of  operation, 
and  the  signature  of  each  licensed  oper¬ 
ator  who  manipulated  the  key  of  any 
manually  operated  radiotelegraph  trans¬ 
mitter  of  such  station  or  unit.  The  sig¬ 
nature  of  the  operator  shall  be  entered 
with  the  date  and  time  at  the  beginning 
and  end  of  each  period  during  which  he 
performed  tfie  foregoing  duties,  and  at 
least  once  on  each  page  additional  to  the 
first  page,  covering  the  period  for  which 
he  was  the  responsible  operator.  The 
signatures  of  any  additional  operators 
who  operate  the  transmitter  (s)  during 
the  regular  watch  of  another  operator 
and  details  to  indicate  the  periods  during 
which  they  operated  the  transmitter  (s) 
shall  be  entered  in  the  proper  form. 

(5 )  Upon  completion  of  each  period  of 
operation  for  any  purpose,  there  shall  be 
entered  in  the  log  a  summary  of  such 
operation  describing  the  nature  thereof 
and,  if  message  traffic  or  other  record 
communications  were  exchanged  with 
other  stations,  an  estimate  of  the  amount 
of  such  traffic  handled  together  with  a 
report  on  any  unusual  delays  which  were 
experienced  in  the  delivery  of  such 
messages. 

(6)  There  shall  be  no  erasure,  oblitera¬ 
tion,  or  destruction  of  any  part  of  the 
log  of  any  station  or  station  unit.  Cor¬ 
rections  shall  be  made  by  striking  out  the 
erroneous  portion  and  initialing  and 
dating  the  corrections. 

(b)  Mobile  radio  amateur  civil  emer¬ 
gency  stertions  or  station  units,  and  port¬ 
able  radio  amateur  civil  emergency  sta¬ 
tions  or  station  units,  where  not  being 
operated  at  pre-determined  fixed  loca¬ 
tions,  shall  be  exempt  from  the  require¬ 
ments  of  maintaining  a  log  to  the  extent 
that  the  entries  required  under  the  pre¬ 
ceding  paragraph  of  this  section  are  sub¬ 
stantially  contained  in  the  log  of  another 
station  or  stations  operating  in  the  same 
radio  amateur  civil  emergency  networks. 
All  stations  or  station  units  operating  in 
accordance  with  the  provisions  of  this 
subpart  shall  be  exempt  from  the  re¬ 
quirements  concerning  station  logs  con¬ 
tained  in  Subpart  A  of  this  part  when¬ 
ever  it  is  shown  that  compUance  with 
these  requirements  would  interfere  with 
the  expeditious  handling  of  civil  de¬ 
fense  commimications  or  communica¬ 
tion  drills. 

(c)  The  current  portion  of  the  log 
shall  be  kept  at  the  location  of  the  oper¬ 
ating  or  control  position  of  the  station 
or  unit.  Other  portions  of  the  log  shall 
be  retained  by  the  licensee  for  a  period 
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of  one  year,  at  a  place  determined  by  the 
civil  defense  Radio  Officer  to  be  appro¬ 
priate  and  advisable:  Provided,  That  the 
logs  of  a  station  in  this  service  shall  be 
made  available  for  inspection  upon  rea¬ 
sonable  request  by  any  authorized  repre¬ 
sentative  of  the  Federal  Government: 
And  provided  further.  That  those  por¬ 
tions  of  any  log  covering  operation  of 
a  station  in  this  service  in  connection 
with  any  actual  condition  jeopardizing 
the  public  safety  or  affecting  the  na¬ 
tional  defense  or  security  shall  not  be  de¬ 
stroyed  unless  prior  approval  for  such 
destruction  shall  have  been  received 
from  the  Commission. 

§  12.245  Station  identification,  (a) 
Stations  operating  in  the  Radio  Amateur 
Civil  Emergency  Service  shall  identify 
themselves  in  the  same  manner  and  un¬ 
der  the  same  conditions  as  prescribed  in 
the  rules  governing  Amateur  Radio  Sta¬ 
tions  and  Operators  (Subpart  A  of  this 
part),  except  that: 

(1)  Additional  designators  to  indicate 
portable  or  mobile  operation,  or  to  indi¬ 
cate  operation  at  a  location  other  than 
that  specified  in  the  station  license,  shall 
not  be  used. 

(2)  When  engaged  in  network  opera¬ 
tion,  after  a  station  or  unit  has  been 
fully  Identified  at  least  once,  further 
identification  by  that  station  or  unit  may 
be  accomplished  by  the  use  of  abbrevi¬ 
ated  call  signs  or  other  distinctive  sig¬ 
nals  prescribed  by  the  civil  defense  Radio 
Officer  in  lieu  of  the  call  signs  otherwise 
required  to  be  transmitted  by  that  sta¬ 
tion  or  unit.  A  record  of  such  abbrevi¬ 
ated  call  signs  or  other  distinctive  signals 
shall  be  maintained  by  the  Radio  Officer 
and  shall  be  made  available  for  inspec¬ 
tion  upon  reasonable  request  by  any 
authorized  representative  of  the  Federal 
Government. 

(b)  When  two  or  more  separate  units 
of  a  station,  which  is  authorized  to  be 
operated  in  the  Radio  Amateur  Civil 
Emergency  Service,  are  operated  inde¬ 
pendently  at  different  locations,  each 
unit  shall  separately  identify  itself  by 
the  addition  of  a  unit  number  at  the  end 
of  its  call  sign.  When  transmitting  by 
telegraphy  such  additional  identification 
shall  immediately  follow  the  basic  call 
sign  and  to  avoid  confusion  with  port¬ 
able  or  mobile  indicators,  shall  not  be 
separated  therefrom  by  the  use  of  the 
“slant”  or  fraction  bar,  or  other  punctu¬ 
ation  mark  or  sjnnbol. 

§  12.246  Tactical  call  signs.  Stations 
operating  in  this  service,  and  independ¬ 
ent  units  of  such  stations,  may  be  as¬ 
signed  tactical  or  secret  call  signs  by  the 
Commission  or  by  competent  civil  de¬ 
fense  authority,  and  may  utilize  such 
tactical  call  signs  in  lieu  of  the  call  signs 
appearing  on  the  station  licenses  when 
such  use  is  directed  by  competent  civil 
defense  authority:  Provided,  That  a  list 
of  all  such  tactical  call  signs  assigned 
stations  under  his  direction  shall  be 
maintained  by  the  civil  defense  Radio 
Officer  and  shall  be  made  available  for 
Inspection  upon  reasonable  request  by 
any  authorized  representative  of  the 
Federal  Government:  And  provided  fur- 
ther.  That  when  such  tactical  call  signs 
are  intended  to  be  used  at  times  other 


than  during  communications  in  connec¬ 
tion  with  actual  or  impending  conditions 
which  appear  to  Jeopardize  the  defense 
or  security  of  the  United  States,  a  list 
of  such  tactical  call  signs  and  the  sta¬ 
tions  or  units  to  which  assigned  shall  be 
furnished  the  Commission  prior  to  such 
use. 

USE  OF  STAnONS 

§  12.251  Limitations  on  use  of  sta¬ 
tions.  (a)  No  station  authorized  to  be 
operated  in  this  service,  other  than  a 
control  station  as  defined  in  this  sub¬ 
part,  shall  be  operated  for  the  purpose 
of  transmitting  any  signal,  message,  or 
other  communications  except  with  the 
permission  and  imder  the  operational 
control  of  the  control  station  of  the  net¬ 
work  in  which  it  is  operating:  Provided, 
That  nothing  in  the  foregoing  shall  be 
construed  to  prohibit  the  transmission 
by  any  station  or  unit  of  a  station  of 
such  signals  as  may  be  necessary  for 
the  purpose  of  alerting  or  making  con¬ 
tact  with  the  control  station  of  the  net¬ 
work,  or  for  the  purpose  of  transmitting 
actual  emergency  civil  defense  communi¬ 
cations  if  the  control  station  is  disabled 
or  is  otherwise  inoperative. 

(b)  Nothing  in  this  section  shall  be 
construed  to  prevent  the  operation  of  a 
station  which  is  authorized  to  be  op¬ 
erated  in  this  service  for  the  purpose  of 
brief  tests  or  adjustments  during  or  co¬ 
incident  with  the  installation,  servicing 
or  maintenance  of  such  station:  Pro¬ 
vided,  That  the  transmissions  of  that 
station  during  such  tests  or  adjustments 
shall  not  cause  harmful  interference  to 
the  conduct  of  communications  by  any 
other  station. 

(c)  No  station  in  this  service  shall  be 
used  to  transmit  or  to  receive  messages 
for  hire,  nor  to  transmit  comunications 
for  material  compensation,  direct  or  in¬ 
direct,  paid  or  promised. 

§  12.252  Hours  of  operation.  Stations 
in  this  service  may  be  operated  at  such 
times  and  under  such  conditions  as  may 
be  prescribed  by  the  Communications 
Officer  or  other  responsible  official  of 
the  civil  defense  organization  having 
jurisdiction  over  the  area  which  the  sta¬ 
tion  will  serve:  Provided,  That  the  com¬ 
munications  of  such  stations  shall  at  all 
times  be  in  accordance  with  the  permis¬ 
sible  communications  authorized  in  this 
subpart. 

§  12.253  Points  of  communication. 
Stations  in  this  service  may  communi¬ 
cate  with  each  other,  with  stations  in 
the  Disaster  Communications  Service, 
and  with  stations  of  the  United  States 
Government  which  are  authorized  to 
exchange  communications  with  stations 
in  this  service  by  the  particular  agency 
having  control.  In  addition,  stations  in 
this  service  may  communicate,  for  the 
purpose  of  exchanging  civil  defense 
communications,  with  any  other  station 
in  any  service  provided  by  the  Commis¬ 
sion’s  rules,  whenever  such  station  is 
authorized  to  communicate  with  sta¬ 
tions  in  the  Radio  Amateur  Civil  Elmer- 
gency  Service  by  the  provisions  of  the 
Commission’s  rules  governing  the  class 
of  station  concerned  or  in  accordance 
with  the  provisions  of  §  2.405  of  this 
chapter. 


9  12.254  Permissible  communications. 
Stations  in  this  service  are  authorized 
to  transmit  only  the  following  t3rpes  of 
civil  defense  communications: 

(a)  Communications  for  training 
purposes:  Necessary  drills  and  tests  to 
insure  establishment  and  maintenance 
of  orderly  and  efficient  operation  of  the 
radio  amateur  civil  emergency  networks 
and  such  other  radio  stations  and  net¬ 
works  as  may  be  associated  therewith 
for  the  conduct  of  civil  defense  com¬ 
munications,  including  communications 
directly  concerned  with  the  conduct  of 
practice  alerts,  practice  blackouts,  prac¬ 
tice  mobilization,  and  other  comparable 
situations  as  may  be  ordered  or  initiated 
by  competent  civil  defense  authority  or 
by  the  United  States  governmental  or 
military  authority  charged  with  the  de¬ 
fense  of  the  area  concerned.  iUl  mes¬ 
sages  which  are  transmitted  in  connec¬ 
tion  with  such  drills  and  tests  shall  be 
clearly  identified  as  such  ,  by  the  use  of 
the  words  “Drill”  or  “Test”  in  the  body 
of  such  messages. 

(b)  Communications  when  there  is  an 
impending  or  actual  condition  jeopardiz¬ 
ing  the  public  safety  or  affecting  the 
national  defense  or>^curity: 

(1)  Communications  directly  concern¬ 
ing  the  activation  of  the  radio  amateur 
civil  emergency  station  networks  or 
such  other  radio  stations  and  networks 
as  may  be  associated  with  the  networks 
for  the  conduct  of  civil  defense  com¬ 
munications. 

(2)  Communications  directly  con¬ 
cerning  the  conduct  of  service  by  the 
radio  amateur  civil  emergency  networks 
and  such  other  radio  stations  and  net¬ 
works  as  may  be  associated  therewith. 

(3)  Communications  directly  concern¬ 
ing  safety  of  life,  preservation  of  prop¬ 
erty,  maintenance  of  law  and  oraer, 
alleviation  of  human  suffering  and  need, 
and  combating  of  armed  attack  or  sabo¬ 
tage. 

(4)  Communications  directly  concern¬ 
ing  the  accumulation  and  dissemination 
of  public  information  or  instructions  to 
the  civilian  population  essential  to  the 
activities  of  the  civil  defense  organlza- 
ton  or  that  of  other  authorized  govern¬ 
mental  or  relief  agencies. 

(5)  Communications  directly  concern¬ 
ing  the  transaction  of  business  essential 
to  public  welfare 

§  12.255  Use  of  codes  and  ciphers. 
Any  station  in  this  service  is  authorized 
to  transmit  messages  in  codes  and  ci¬ 
phers  and  to  utilize  any  method  of  secret 
or  coded  authentication  of  its  transmis¬ 
sions  when  such  method  of  concealing 
the  contents  of  messages  or  such  authen¬ 
tication  procedure  is  prescribed  by  the 
competent  civil  defense  authority  of  the 
area  served  by  the  station  and  is  ap¬ 
proved  by  the  cognizant  federal  civil 
defense  authorities. 

§  12.256  Priority  of  communications. 
The  order  of  priority  of  communications 
by  stations  in  this  service,  when  there  is 
an  impending  or  actual  condition  jeop¬ 
ardizing  the  public  safety  or  affecting 
the  defense  or  security  of  an  area,  shall 
be  determined  by  the  cognizant  civil  de¬ 
fense  authority  of  the  area  concerned  or 
his  authorized  representative. 
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S  12.257  Operating  .procedure.  The 
operating  procedure,  and  the  method  of 
circuit  control  by  the  control  station  of 
each  network,  shall  be  determined  by  the 
responsible  civil  defense  authority  of  the 
area  concerned  and  shall,  in  general, 
conform  a^  nearly  as  possible  to  the  op¬ 
erating  procedure  normally  followed  in 
other  services  in  the  expeditious  han¬ 
dling  of  message  traffic  by  the  method  of 
transmission  in  use. 

Appendix  7. 

EXAMINATION  POINTS 


Examinations  for  amateur  radio  operator 
licenses  are  conducted  at  the  Commission’s 
office  in  Washington,  D.  C.,  Monday  through 
Friday,  except  holidays  (office  hours  are  from 
8:30  a.  m.  to  6  p.  m.),  and  at  each  radio 
district  office  of  the  Commission  on  the  days 
designated  by  the  Engineer  in  Charge  of  the 
office.  Specific  dates  should  be  obtained  from 
the  Engineer  in  Charge.  For  a  list  of  such 
offices  see  the  following  pages. 

Examinations  are  also  given  frequently,  by 
appointment,  at  the  Commission’s  offices  at 
the  following  points: 

Tampa,  Fla.  Mobile,  Ala. 

Juneau,  Alaska.  Savannah,  Ga. 

Anchorage,  Alaska.  San  Diego,  Calif. 

Examinations  are  also  given  at  greater  In¬ 
tervals  at  the  places  named  below,  which 
are  visited  for  that  purpose  by  Commission 
examiners  from  the  district  offices  for  such 
locations.  For  ciurent  schedtUes.  exact  time, 
place,  and  other  detaUs,  inquiry  should  be 
addressed  to  the  office  conducting  examina¬ 
tions  at  the  chosen  point. 
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Birmingham,  Ala. 
Charleston.  W.  Va. 
Cincinnati,  Ohio. 
Cleveland.  Ohio. 
Columbus,  Ohio. 
Corpus  Christ!,  Tex. 
Davenport,  Iowa. 

Des  Moines,  Iowa. 
Fort  Wayne,  Ind. 
Fresno,  Calif. 

Grand  Rapids,  Mich. 
Indianapolis.  Ind. 
BlnoxvUle,  Tenn. 
Little  Rock,  Ark. 
Memphis,  Tenn. 
Milwaukee,  Wis. 


Nashville,  Tenn. 
Oklahoma  City, 
Okla. 

Omaha,  Nebr. 
Phoenix,  Ariz. 
Pittsburgh,  Pa. 

St.  Louis,  Mo. 

Salt  Lake  City,  Utah. 
San  Antonio,  Tex. 
Schenectady,  N.  Y. 
Sioux  Falls,  S.  Dak. 
S3rracuse,  N.  Y. 
Tulsa,  Okla. 
Williamsport,  Pa. 
Winston-Salem, 

N.  C. 
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Albuquerque, 

N.  Mex. 

Bakersfield,  Calif. 
Boise.  Idaho. 
Hartford,  Conn. 
Jackson,  Miss. 
Jacksonville,  Fla. 


Louisville.  Ky. 
Portland.  Maine. 
Roanoke,  Va. 
Spokane,  Wash. 
Tucson,  Ariz. 
Wichita,  Kans. 
Wilmington.  N.  C. 


ANNUAL 


Amarillo  Tex. 
Bangor,  Maine. 
Billings,  Mont. 
Butte  Mont. 

El  Paso  Tex. 

Hilo.  Hawaii,  T.  H. 


Jamestown,  N.  Dak. 
Klamath  Falls,  Oreg. 
Lihue,  Kauai,  T.  H. 
Marquette,  Mich. 
Rapid  City.  S.  Dak. 
Walluku,  Maui.  T.  H. 


Arrangements  have  also  been  made,  includ¬ 
ing  cooperation  of  other  Federal  agencies, 
for  General  Class  examinations  In  outlying 
areas  as  follows: 

Alaska:  United  States  Signal  Corps  sta¬ 
tions. 

Guam:  District  Communications  Officer, 
United  States  naval  station. 

Hawaii :  At  not  exceeding  one  point  on  any 
island,  by  the  Engineer  In  Charge  (Hono¬ 
lulu). 

Canal  Zone:  By  the  Engineer  in  Charge, 
District  22  (San  Juan,  P.  R.). 


Radio  Districts 


Radio 

dis> 

trict 


1 


2 


3 


4 


5 


G 


7 


8 


9 


10 

11 


12 

13 


14 


16 


Address  of  the  engineer  In 
charge 


1600  Customhouse,  Boston  0 
Mass. 


748  Federal  Bldg.,  641  Wash¬ 
ington  St.,  New  York  14, 
N.  Y. 


Room  1005,  New  United 
States  Customhouse,  2nd 
and  Chestnut  Sts.,  rhiia- 
delphla  6,  Pa. 


500  McCawley  Bldg.,  400 
East  Lombard  St.,  Balti¬ 
more  2,  Md. 


Room  402,  Federal  Bldg., 
Norfolk  10,  Va. 

718  Atlanta  National  Bldg., 
60  Whitehall  St.  SW.,  At¬ 
lanta  3,  Qa. 

Subofflce,  P.  O.  Box  77,  214 
Post  Office  Bldg.,  York 
and  Bull  Sts.,  Savannah, 
Qa. 


P.  O.  Box  160,  312  Federal 
Bldg.,  Miami  1,  Fla. 
Suboffice,  410  P.  O.  Bldg., 
Florida  Ave.,  Tampa  2, 
Fla. 

608  Federal  Office  Bldg.,  600 
South  St.,  New  Orleans, 
La. 


324  U.  S.  Appraisers  Stores 
Bldg.,  7300  Wingate  St., 
Houston  11,  Tex. 

Suboffice,  P.  O.  Box  1627,  329 
Post  Office  Bldg.,  300  WU- 
low  St.,  Beaumont,  Tex. 


P.  O.  Box  6238,  500  U.  B.  Ter¬ 
minal  Annex  Bldg.,  Hous¬ 
ton,  and  Jackson  Sts.,  Dal¬ 
las  2,  Tex. 

539  U.  S.  Post  Office  and 
Courthouse  Bldg.,  Temple 
and  Spring  Sts.,  Los  An¬ 
geles  12,  Calif. 

Suboffice,  16-C  U.  8.  Custom¬ 
house  Bldg.,  Union  and 
“F"  Sts.,  San  Diego  1,  Calif. 

328-A  Customhouse,  San 
Francisco  26,  Calif. 

433  New  U.  8.  Courthouse, 
620  Southwest  Main  St., 
Portland  5,  Oregon. 

802  Federal  Office  Bldg., 
First  Ave.  and  Marion  St., 
Seattle  4,  Wash. 


521  New  Customhouse,  10th 
St  between  California  and 
Stout  Sts.,  Denver  2,  Colo. 


Territory  within  district 


States,  etc. 


Conneotlcnt _ _ 

Maine.. . 

Massachusetts.., 
New  Hampshire. 
Rhode  Iskmd... 

Vermont _ .... 

New  Jersey..... 


New  York. 


Delaware..... 
New  Jersey... 

Pennsylvania. 


Delaware. 
Maryland. 
Virginia _ 


West  Virginia. 


North  Carolina. 

Virginia _ _ _ 

Alabama....... 

Georgia . 

Norfii  Carolina. 


South  Carolina. 

Tennessee . 

Florida . 


Counties 


All  counties. 

Do. 

Do. 

Do. 

Do. 

Do. 

Bergen,  Essex,  Hudson,  Hunterdon,  Mercer, 
Middlesex,  Monmouth,  Morris,  Passaic, 
Somerset,  Sussex,  Union,  and  Warren. 

Albany,  Bronx,  Columbia,  Delaware,  Dutch¬ 
ess,  Greene,  Kings,  Nassau,  New  York, 
Orange,  Putnam,  (^eens,  Rensselaer  Rich- 

.  mond,  Rockland,  Schenectady,  Suffolk, 
Sullivan,  Ulster,  and  Westchester. 

New  Castle. 

Atlantic,  Burlington,  Camden,  Cape  May 
Cumberland,  Gloucester,  Ocean,  and  Salem. 

Adams,  Berks,  Bucks,  Carbon,  Chester,  Cum¬ 
berland,  Dauphin,  Delaware,  Lancaster, 
Lebanon,  Lehigh,  Monroe,  Montgomery, 
Northampton,  Perry,  Philadelphia,  Schnvi- 
kiU,  and  York. 

Kent  and  Sussex. 

All  except  district  24. 

Clarke,  Fairfax  except  district  24,  Fauquier, 
Frederick,  Loudoun,  Page,  Prince  William, 
Rappahannock,  Shennandoah,  and  Warren. 

Barbour,  Berkeley,  Grant,  Hampshire,  Hardy, 
Harrison,  Jefferson',  Lewis,  Marlon,  Mineral, 
Monongali^  Morgan,  Pendleton,  Preston 
Randolph,  Taylor,  Tucker,  Upshur. 

All  except  district  6. 

All  except  districts  4  and  24. 

All  except  district  8. 

All  counties. 

Ashe,  Avery,  Buncombe,  Burke,  Caldwell, 
Cherokee,  Clay,  Cleveland,  Graham,  Hay¬ 
wood,  Henderson,  Jackson,  McDowell, 
Macom  Madison,  Mitchell,  Folk,  Ruther¬ 
ford,  Swain,  Transylvania,  Watauga,  and 
Yancey. 

All  counties. 

Do. 

All  except  district  8. 


Alabama... 

Arkansas... 

Florida.... 

Louisiana.. 

Mississippi. 

Texas . 

Texas . 


Oklahoma. 
Texas . 


Baldwin  and  Mobile. 

All  counties. 

Escambia. 

All  counties. 

Do. 

City  of  Texarkana  only. 

Angelina,  Aransas,  Atascosa,  Austin,  Bandera, 
Bastrop,  Bee.  Bexar,  Blanco,  Brazoria,  Brazos, 
Brook^  Burleson,  Caldwell,  Calhoun,  Cam¬ 
eron,  Chambers,  Colorado,  Comal,  De  Witt, 
Duval,  Dimmit,  Edwards,  Fayett^  Fort 
Bend,  Frio,  Galveston,  Gillespie,  Goliad, 
Gonz^es,  Grimes,  Guadalum,  Hardin,  Hays, 
Harris,  Hidalgo,  Jackson,  Jasper,  Jefferson, 
Jim  Hogg,  Jim  Wells,  Karnes,  Kenedy,  Ken¬ 
dall,  Kerr,  Kinney,  Kleberg,  La  Salle,  Lavaca, 
Lee,  Liberty,  Live  Oak,  Matagorda,  Madison, 
Maverick,  McMullen,  Medina,  Mont¬ 
gomery,  Nacogdoches,  Newton,  -  Mueces, 
Orange,  Polk,  Real,  Refugio,  San  Augustine, 
San  Jacinto,  San  Patricio,  Sabine,  Starr, 
Travis,  Trinity,  Uvalde,  Val  Verde,  Victoria, 
Walker,  Waller,  Washington  Webb,  Whar¬ 
ton,  Willacj^  Williamson,  Wilson,  Zapata, 
Za\^a,  and  Tyler. 

All  counties. 

All  except  district  9  and  the  city  of  Texarkana. 


Arizona... 

California. 


Nevada. 


California... 

Nevada..... 

Idaho _ 

Oregon . 

Washington. 

Idaho _ 


Montana _ 

Washington 

Colorado _ 

Utah . 

Wyoming.. 

Nebraska.... 


South  Dakota. 
New  Mexico.. 


All  counties. 

Imperial,  Inyo,  Kern,  Los  .\ngcles.  Orange, 
Riverside,  San  Bernardino,  San  Diego,  San 
Luis  Obispo,  Santa  Barbara,  Ventura. 

Clark. 


All  except  district  11, 

All  except  Clark. 

All  except  district  14. 

All  counties. 

Wahkiakum,  Cowlitz,  Clark,  Skamania,  and 
IGickitat. 

Benewah,  Bonner,  Boundary,  Clearwater, 
Idaho,  Kootenai,  Latah,  Lewis  Nez  Perce, 
and  Shoshone. 

All  counties. 

Ail  except  district  13, 

All  counties. 

Do. 

Do. 

Banner,  Box  Butte,  Cheyenne,  Dawes,  Deuel, 
Garden,  Kimball,  Morrill,  Scotts  Bluff, 
Sheridi^  Sioux. 

Butte,  Custer,  Fall  River,  Lawrence,  Meade, 

Pennington,  Shannon,  Wa^ington. 

All  counties. 
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Radio 

dis¬ 

trict 


16 


17 


18 


19 


20 

21 


22 

23 


24 


Address  of  the  engineer  in 

Territory  within  district 

charge 

States,  etc. 

Counties 

208  Uptown  Post  Office  and 

Minne-sota _ 

All  counties. 

Federal  Courts  Bldg.,  6th 
and  Washington  Sts.,  St. 
Paul  2,  Minn. 

Michigan....... _ 

Alger  Baraga,  Chippewa,  Delta,  Dickinson, 
Gogebic,  Houghton,  Iron  Keweenaw,  Luce, 
Mackinac,  Marquette,  Menominee,  Ontona¬ 
gon,  and  Schoolcraft. 

South  Dakota . 

All  except  district  15. 

North  Dakota . 

All  counties. 

Wisconsin _ _ _ 

All  except  district  18. 

3100  Federal  Office  Building, 

Iowa . . . 

Do. 

Oil  Walnut  Street,  Kansas 

Kansas _ .............. 

All  counties. 

City  6e,  Mo. 

Missouri _ ........... 

Do. 

Nebraska _ ......... 

All  except  district  15. 

826  U.  8.  Courthouse,  219 

Illinois . . . 

All  counties. 

South  Clark  St.,  Chicago 

Indiana . 

Do. 

4,111. 

Iowa . 

Allamekee,  Buchanan,  Cedar,  Clayton,  Clin¬ 
ton,  Delaware,  Des  Moines,  Dubuque, 
Fayette,  Henry,  Jackson,  Johnson,  Jones, 
Lee,  Linn  Louisa,  Muscatine,  Scott  Wash¬ 
ington,  and  Winneshiek. 

Wisconsin _ .... _ 

Brown,  Columbia.  Calumet,  Crawford,  Dane, 
Dodge,  Door,  Fond  du  Lac,  Grant,  Green, 
Iowa,  Jefferson,  Kewaunee,  Kenosha,  La¬ 
fayette,  Manitowoc,  Marinette,  Milwaukee, 
Ozaukee,  Oconto,  Outagamie,  Racine,  Rich¬ 
land,  Rock,  Sauk,  Sheboygan  Walworth, 
Washington,  Waukesha,  and  Winnebago. 

Kentucky............... 

All  except  district  19. 

1029  New  Federal  Bldg., 
Detroit  26,  Mich. 

Kentucky.. . 

Ohio. .  __  _  _ _ 

Bath,  Bell,  Boone,  Bourbon,  Boyd,  Bracken, 
Breathitt,  Campbell,  Carter,  Clark,  Clay, 
Elliott,  Estill,  Fayette,  Fleming,  Floyd, 
Franklin,  Gallatin,  Garrard,  Grant,  Greenup 
Kenton,  Harlan,  Harrison,  Jackson,  Jessa¬ 
mine,  Johnson,  ^ott,  Knox,  Laurel,  Law¬ 
rence,  Lee,  Le^^  Letcher,  Lewis,  Lincoln, 
Madison,  Magoffin,  Martin,  Mason,  Mc¬ 
Creary,  Menifee,  Montgomery,  Morgan, 
NicholM,  Owen,  Owsley,  Pendleton,  Perry, 
Pike,  Powell,  Pulaski,  Robertson,  Rock¬ 
castle,  Rowan,  Scott,  Wayne,  Whitley, 
Wolfe.  Woodford. 

Michigan _ _ _ 

All  except  district  16. 

West  Virginia _ _ 

All  except  district  4. 

328  Post  Office  Bldg.,  Elllcott 

New  York _ 

All  except  district  2. 

and  Swan  Streets,  Buffalo 

Pennsylvania . 

All  except  district  3. 

3,  N,  Y. 

502  Federal  Bldg.,  Honolulu 

Territory  of  Hawaii 

1,  T.  H. 

and  outlying  Pacific 

possessions,  except 
Alaska  and  adjacent 
islands. 

P.  0.  Box  2987,  322-333  Fed¬ 
eral  Bldg.,  San  Juan  13, 

Puerto  Rico. 

Virgin  Islands. 

' 

P.  R. 

P.  0.  Box  644,  53  U.  8.  P.  0. 

Alaska. 

and  Courthouse  Bldg.,  An¬ 
chorage,  Alaska. 

1 

Sub-office:  P.  0.  Box  1421,  6 

Shattuck  Bldg.,  Juneau, 
Alaska. 

104  Briggs  Bldg.,  415  22d  St., 

District  of  Columbia 

NW.,  Washington  26,  D.  0. 

Maryland . 

Virginia . . 

Within  10  miles  of  the  District  of  Columbia 
boundary. 

Do. 

Afpkmdiz  2 

EXTRACTS  FROM  RADIO  RXOUIATIONS 

Annexed  to  the  international  tslecommxt* 

NICATION  CONVENTION  ^ 

(Atlantic  City.  1947) 

ARTICLE  42 — ^AMATEUR  STATIONS 

Section  1.  Radiocommunications  between 
amateur  stations  of  different  countries  shall 
be  forbidden  if  the  administration  of  one 
of  the  countries  concerned  has  notified  that 
it  objects  to  such  radiocommunications. 

Sec.  2.  (1)  When  transmissions  between 
amateur  stations  of  different  coimtries  are 
permitted  they  must  be  made  in  plain  lan¬ 
guage  and  must  be  limited  to  messages  of  a 
technical  nature  relating  to  tests  and  to 
remarks  of  a  personal  character  for  which, 
by  reason  of  their  unimportance,  resource 
to  the  public  telecommunications  service  Is 
not  justified.  It  is  absolutely  forbidden  for 
amateur  stations  to  be  used  for  transmitting 
international  communications  on  behalf  of 
third  parties. 

(2)  The  preceding  provisions  may  be  mod¬ 
ified  by  special  arrangements  between  the 
countries  concerned. 


Sec.  S.  (1)  Any  person  operating  the  ap¬ 
paratus  in  an  amateur  station  must  have 
proved  that  he  is  able  to  transmit,  and  to 
receive  by  ear,  texts  in  Morse  code  signals. 
Administrations  concerned  may,  however, 
waive  this  requirelpent  in  the  case  of  stations 
making  use  exclu^vely  of  frequencies  above 
1000  (one  thousanfl)  Mc/s.  . 

(2)  Administrations  shall  take  such  meas¬ 
ures  as  they  judge  necessary  to  verify  the 
qualifications,  from  a  technical  point  of  view, 
of  any  person  operating  the  apparatus  of 
an  amateur  station. 

Sec.  4.  The  maximum  power  of  amateur 
stations  shall  be  fixed  by  the  administrations 
concerned,  having  regard  to  the  technical 
qualifications  of  the  operators  and  to  the 
conditions  under  which  these  stations  must 
work. 

Sec.  6.  (1)  All  the  general  rules  of  the 
Convention  and  of  the  present  Regulations 
shall  apply  to  amateur  stations.  In  par¬ 
ticular.  the  transmitting  frequency  must  be 
as  constant  and  as  free  from  harmonics  as 
the  state  of  technical  development  for  sta¬ 
tions  of  this  nature  permits. 

(2)  During  the  course  of  their  transmis¬ 
sions  amateur  stations  must  transmit  their 
call  sign  at  short  intervals. 
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Appendix  3 

CLASSIFICATION  OF  EMISSIONS 

For  convenient  reference  the  tabulation 
below  is  extracted  from  the  "Classification  of 
Emissions”  tables  in  Part  2  of  the  Commis¬ 
sion's  Rules  and  Regulations  and  in  the 
Atlantic  City  (1947)  Radio  Regulations,  and 
it  includes  only  those  general  classifications 
which  appear  most  applicable  to  the  Amateur 
Radio  Service. 


Type  of.modula- 
tion  or  emission 

Type  of  transmission 

Sym¬ 

bol 

1.  Amplitude _ 

Absence  of  any  modulation.. 

A0 

Telegraphy  without  the  use 

Al 

of  modulating  audio  fre¬ 
quency  (on-off  keying). 
Telegraphy  by  the  keying  of 

A2 

a  modulating  audio  fre¬ 
quency  or  audio  frequen¬ 
cies  or  by  the  keying  of 
the  modulated  emission 
(special  case:  an  unkeyed 
modulated  emission). 

Teleohonv _ 

A3 

Facsimile _ 

A4 

Television . 

A5 

2.  Frequency  (or 

Absence  of  any  modulation.. 

F0 

phase)  modu¬ 
lated. 

Telegraphy  without  the  use 

FI 

of  modulating  audio  fre- 

quency  (frequency  shift 
keying). 

Telegraphy  by  the  keying  of 

F2 

a  modulating  audio  fre- 

quency  or  audio  frequen- 

, 

cies  or  by  the  keying  of  the 
modulated  emission  (spe- 

clal  case:  an  unkeyed  emis¬ 
sion  modulated  by  audio 
frequency). 

Telenhonv  _ 

F3 

Facsimile  __  _ 

F4 

Television..  _ _ 

F5 

3.  Pulsed  emis- 

P 

sions. 

Appendix  4 

Convention  Between  the  United  States  of 

America  and  Canada,  Relating  to  the  Oper¬ 
ation  by  Citizens  of  Either  Coun’^ry  of  Cer¬ 
tain  Radio  Equipment  or  Stations  in  the 

Other  Country  (Effective  May  15,  1952) 

ARTICLE  m 

It  istigreed  that  persons  holding  appropri¬ 
ate  amateur  licenses  Issued  by  either  country 
may  operate  their  amateur  stations  In  the 
territory  of  the  other  country  under  the  fol¬ 
lowing  conditions: 

(a)  Each  visiting  amateur  may  be  required 
to  register  and  receive  a  permit  before  oper¬ 
ating  any  amateur  station  licensed  by  his 
government. 

(b)  The  visiting  amateur  will  identify  his 
station  by: 

(1)  Radiotelegraph  operation.  The  ama¬ 
teur  call  sign  issued  to  him  by  the  licensing 
country  followed  by  a  slant  (/)  sign  and  the 
amateur  call  sign  prefix  and  call  area  number 
of  the  country  he  is  visiting. 

(2)  Radiotelephone  operation.  The  ama¬ 
teur  call  sign  in  English  issued  to  him  by 
the  licensing  country  followed  by  the  words, 
"fixed,”  "portable”  or  "mobile”,  as  appropri¬ 
ate,  and  the  amateur  call  sign  prefix  and  call  - 
area  number  of  the  country  he  is  visiting. 

(c)  Each  amateur  station  shall  indicate  at 

least  once  during  each  contact  with  another 
station  its  geographical  location  as  nearly  as 
possible  by  city  and  state  or  city  and  prov¬ 
ince.  ' 

(d)  In  other  respects  the  amateur  station 
shall  be  operated  in  accordance  with  the 
laws  and  regulations  of  the  country  in  which 
the  station  is  tempiorarlly  located. 

(P.  R.  Doc.  56-7622;  Filed,  Sept.  21,  1956; 

8:46  a.  m.] 
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RULES  AND  REGULATIONS 


TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

Swbchapt«r  B— Trad*  Practic*  Conf*r*ne«  Rules 
[File  21-332] 

Part  136 — ^Pautt  and  Varnish  Brush 

MANUFACTURINa  INDUSTRY 

PROMULGATION  OF  INDUSTRY  COMMITTEE 
PROVISION 

Due  proceedings  having  been  held  by 
the  Federal  Trade  Commission  pursuant 
to  an  application  filed  on  behalf  of  the 
Paint  and  Varnish  Brush  Manuf  acturii^ 
Industry  for  addition  to  the  trade  prac¬ 
tice  rules  for  the  industry  promulgated 
January  14,  1939,  of  the  standard  com¬ 
mittee  provision  heretofore  approved 
and  promulgated  by  the  Commission: 

It  is  now  ordered.  That  the  said  com¬ 
mittee  provision,  as  so  approved  by  the 
Commission  and  now  appearing  as  Part 
16  (P.  R.  1174,  February  21,  1956)  be 
added  to  the  rules  for  the  above-named 
industry,  and  to  this  end  that  the  follow¬ 
ing  be  promulgated  and  become  effective 
on  publication  as  an  additional  p]*ovision 
to  the  rules: 

COMMITTEE  ON  TRADE  PRACTICES 

§  136.201  Industry  committee.  The 
provisions  of  §  16.1  of  this  subchapter 
shall  be  applicable  to  an  Industry  com¬ 
mittee  established  under  this  part. 

Issued:  September  19,  1956. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

[P.  R.  DCX5.  56-7638;  Piled,  Sept.  21,  1956; 
8:50  a.  m.] 


TITLE  29— LABOR 

Chapter  V — Wage  and  Hour  Division, 
Department  of  Labor 

Wage  Order  Giving  Effect  to  Recom¬ 
mendations  Relative  to  Certain  In¬ 
dustries  IN  Puerto  Rico 

On  June  6,  1956,  pursuant  to  section 

5  of  the  Fair  Labor  Standards  Act  of 
1938  (52  Stat.  1060,  as  amended;  29 
U.  S.  C.  201  et  seq.),  the  Secretary  of 
Labor  by  Administrative  Order -No.  463 
(21  F.  R.  3970-1)  appointed,  convened, 
and  gave  notice  of  the  hearings  of  in¬ 
dustry  committees  Nos.  22-A  for  the 
fabric  and  leather  glove  Industry  in 
Puerto  Rico,  22-B  for  the  handerchief, 
square  scarf,  and  art  linen  industry  in 
Puerto  Rico,  22-C  for  the  children’s 
dress  and  related  products  industry  in 
Puerto  Rico,  22-D  for  the  women’s  and 
children’s  underwear  industry  in  Puerto 
Rico,  and  22-E  for  the  needlework  and 
fabricated  textile  products  industry  in 
Puerto  Rico.  Each  committee  was  di¬ 
rected  to  recommend  the  minimum  wage 
rate  or  rates  to  be  paid  under  section 

6  (c)  of  the  act  to  employees  in  its  in¬ 
dustry  who  are  engaged  in  commerce  or 
in  the  production  of  goods  for  commerce. 

Subsequent  to  an  investigation,  and 
a  hearing,  conducted  pursuant  to  the 
notice,  each  committee  filed  with  the 


Administrator  a  report  containing  Its 
findings  of  fact  and  recommendations 
with  respect  to  the  matters  referred  to 
it.  Accordingly,  as  authorized  and  re¬ 
quired  by  section  8  of  the  act  and  General 
Order  No,  45-A  of  Secretary  (15  F.  R. 
3290),  (1)  the  recommendations  of  these 
committees  are  hereby  published  in  the 
following  amendments  to  the  Code  of 
Federal  Regulations,  and  (2)  effective 
October  8,  1956,  as  set  out  below.  Title 
29  is  amended  by  revoking  Part  655  and 
by  adding  Parts  715,  716,  717,  718,  and 
719  to  read  as  follows: 

Part  715 — Fabric  and  Leather  Glove 
Industry  in  Puerto  Rico 

Sec. 

715.1  Definition  of  the  Industry. 

715.2  Wage  rates. 

715.3  Notices. 

AuTHORmr:  S§  715.1  to  715.3  Issued  under 
sec.  8,  52  Stat.  1064,  as  amended;  29  U.  S.  C. 
208.  Interpret  or  apply  sec.  5,  62  Stat.  1064, 
as  amended;  29  U.  S.  C.  205. 

§  715.1  Definition  of  the  industry. 
The  fabric  and  leather  glove  industry  in 
Puerto  Rico,  to  which  this  part  shall 
apply,  is  defined  as  follows:  The  manu¬ 
facture  of  dress,  semidress,  and  work 
gloves  and  mittens  from  wov^n  or  knit 
fabric,  leather,  or  fabric  or  leather  in 
combination  with  any  other  material: 
Presided,  however.  That  the  definition 
shall  not  include  the  manufacture  of 
knit  or  crocheted  gloves  and  mittens, 
athletic  gloves  and  mittens,  or  rubber 
gloves  and  mittens. 

§  715.2  Wage  rates,  (a)  Wages  at  a 
rate  of  not  less  than  24  cents  an  hour 
shall  be  paid  under  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  by  every 
employer  to  each  of  his  employees  in  the 
fabric  and  leather  glove  Industry  in 
Puerto  Rico  who  is  engaged  in  commerce 
or  in  the  production'  of  goods  for  com¬ 
merce  and  who  is  engaged  in  the  hand¬ 
sewing  on  fabric  gloves  classification, 
which  is  defined  as  the  operations  of 
hand-sewing,  hand  embroidering,  hand- 
embellishing,  ornamental  stitching,  and 
hand-drawing  of  threads  and  sii  filar 
hand  operations  involving  decoravlve 
effects  in  the  manufacture  of  gloves  or 
mittens  from  woven  or  knitted  fabrics: 
Provided,  however.  That  mending,  re¬ 
pairing,  sewing  of  labels,  tacking,  and 
similar  operations  on  gloves  which  are 
wholly  or  chiefiy  machine  sewn,  shall  not 
be  included. 

(b)  Wages  at  a  rate  of  not  less  than 
33  cents  an  hour  shall  be  paid  under 
section  6  of  the  Fair  Labor  Standards 
Act  of  1938  by  every  employer  to  each 
of  his  employees  in  the  fabric  and  leather 
glove  industry  in  Puerto  Rico  who  is  en¬ 
gaged  in  commerce  or  in  the  production 
of  goods  for  commerce  and  who  is  en¬ 
gaged  in  the  hand-sewing  on  leather 
gloves  classification,  which  is  defined  as 
the  operations  of  hand-sewing,  hand- 
embroidering,  hand-embellishing,  orna¬ 
mental  stitching,  and  hand-drawing  of 
threads  and  similar  hand  operations  in¬ 
volving  decorative  effects  in  the  manu¬ 
facture  of  gloves  or  mittens  from 
leather,  alone  or  in  combination  with 
other  material:  Provided,  however,  ’That 
mending,  repairing,  sewing  of  labels, 
tacking,  and  similar  operations  on  gloves 


which  are  wholly  or  chiefiy  machine 
sewn,  shall  not  be  Included. 

(c)  Wages  at  a  rate  of  not  less  than 
67  cents  an  hour  shall  be  paid  under 
section  6  of  the  Fair  Labor  Standards  Act 
of  1938  by  every  employer  to  each  of 
his  employees  in  the  fabric  and  leather 
glove  industry  in  Puerto  Rico  who  is  en¬ 
gaged  in  commerce  or  in  the  production 
of  goods  for  commerce  and  who  is  en¬ 
gaged  in  the  machine  operation  classifi¬ 
cation,  which  is  defined  as  machine  sew¬ 
ing  and  other  operations  performed  by 
machine,  cutting,  laying  off,  pressing, 
sizing,  biding,  and  packaging. 

(d)  Wages  at  a  rate  of  not  less  than 
50  cents  an  hour  shall  be  paid  imder 
section  6  of  the  Pair  Labor  Standards 
Act  of  1938  by  every  employer  to  each  of 
his  employees  engaged  in  commerce  or 
in  the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  other  opera¬ 
tions  classification,  which  is  defined  as 
all  operations  in  the  fabric  and  leather 
glove  industry  in  Puerto  Rico,  other  than 
those  in  the  hand-sewing  on  fabric 
gloves,  hand-sewing  leather  gloves,  and 
machine  operations  classifications  of 
this  indust^. 

I  715.3  Notices.  Every  employer  sub¬ 
ject  to  the  provisions  of  §  715.2  shall  post 
in  a  conspicuous  place  in  each  depart¬ 
ment  of  his  establishment  where  em¬ 
ployees  subject  to  the  provisions  of 
§  715.2  are  working  such  notices  of  this 
part  as  shall  be  prescribed  from  time  to 
time  by  the  Administrator  of  the  Wage 
and  Hour  Division  of  the  United  States 
Department  of  Labor  and  shall  give  such 
other  notice  as  the  Administrator  may 
prescribe. 


Part  716 — ^The  Handkerchief,  Square 

Scarf  and  Art  Linen  Industry  In 

Puerto  Rico 
Sec. 

716.1  Definition  of  the  industry. 

716.2  Wage  rates. 

716.3  Notices. 

Axtthoritt:  {$  716.1  to  716.3  Issued  under 
sec.  8,  52  Stat.  1064,  as  amended;  29  U.  S.  C. 
208.  Interpret  or  apply  sec.  6,  52  Stat.  1064, 
as  amended;  29  U,  S.  C.  206. 

1 716.1  Definition  of  the  industry. 
The  handkerchief,  square  scarf  and  art 
linen  industry  in  Puerto  Rico,  to  which 
this  part  shall  apply,  is  defined  as 
follows:  The  manufacture  of  plain, 
scalloped  or  ornamental  handkerchiefs 
and  square  scarves;  the  manufacture 
of  art  linens,  including,  but  not  by  way 
of  limitation,  table  cloths,  limcheon 
cloths,  altar  cloths,  napkins,  bridge  sets, 
table  covers,  sheets,  pillow  cases,  and 
towels;  and  the  manufacture  of  needle¬ 
point  on  canvas  or  other  material. 

§  716.2  Wage  rates,  (a)  Wages  at  a 
rate  of  not  less  than  25  cents  an  hour 
shall  b6  paid  under  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  by  every 
employer  to  each  of  his  employees  in 
the  handkerchi^,  square  scarf,  and  art 
linen  industry  in  Puerto  Rico  who  is 
engaged  in  commerce  or  in  the  produc¬ 
tion  of  goods  for  commerce  and  who  is 
engaged  in  the  hand-embroidery  classi¬ 
fication  which  is  defined  as  the  operation 
of  hand-embroidering,  hand-embellish¬ 
ing,  ornamental  stitching  and  other 
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hand-sewing  operations  involving  decor¬ 
ative  effects. 

(b)  Wages  at  a  rate  of  not  less  than 
49  cents  an  hour  shall  be  paid  under  sec¬ 
tion  6  of  the  Fair  Labor  Standards  Act 
of  1938  by  every  employer  to  each  of  his 
employees  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  other  opera¬ 
tions  classification  which  is  defined  as  all 
operations  of  the  handkerchief,  square 
scarf,  and  art  linen  industry  in  Puerto 
Rico  other  than  those  operations  in  the 
hand-embroidery  classiffcation  of  this 
industry. 

§  716,3  Notices.  Every  employer  sub¬ 
ject  to  the  provisions  of  §  716.2  shall  post 
in  a  conspicuous  place  in  each  depart¬ 
ment  of  his  estaiilishment  where  em¬ 
ployees  subject  to  the  provisions  of 
§  716.2  are  working  such  notices  of  this 
part  as  shall  be  prescribed  from  time  to 
time  by  the  Administrator  of  the  Wage 
and  Hour  Division  of  the. United  States 
Department  of  Labor  and  shall  give  such 
other  notice  as  the  Administrator  may 
prescribe. 


Part  717 — Children’s  Dress  and  Related 
Products  Industry  in  Puerto  Rico 
Sec. 

717.1  Definition  of  the  Industry. 

717.2  Wage  rates. 

717.3  Notices. 

Authoritt:  §§  717.1  to  717.3  issued  under 
sec.  8,  52  Stat.  1064,  as  amended;  29  U.  S.  C. 
208.  Interpret  or  apply  sec.  5,  52  Stat.  1064, 
as  amended:  29  U.  S.  C.  205. 

§  717.1  Definition  of  the  industry. 
The  children’s  dress  and  related  prod¬ 
ucts  industry  in  Puerto  Rico,  to  which 
this  part  shall  apply,  is  defined  as  fol¬ 
lows:  The  manufacture  from  woven  or 
knit  fabric  of  the  following  garments: 
dresses,  blouses,  shirts  and  similar  gar¬ 
ments  for  girls:  shirts  and  blouses  for 
boys,  size  6x  and  under;  dresses,  rompers, 
creepers,  sportswear  and  play  apparel  for 
infants  three  years  of  age  or  under;  and 
clothing  and  accessories  for  dolls. 

§  717.2  Wage  rates,  (a)  Wages  at  a 
rate  of  not  less  than  35  cents  an  hour 
shall  be  paid  under  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  by  every 
employer  to  each  of  his  employees  in  the 
children’s  dress  and  related  products  in¬ 
dustry  in  Puerto  Rico  who  is  engaged  in 
commerce  or  in  the  production  of  goods 
for  commerce  and  who  is  engaged  in  the 
hand-embroidery  classification,  which  is 
defined  as  the  operations  of  hand-em¬ 
broidering,  hand-embellishing,  orna¬ 
mental  stitching,  and  other  hand-sewing 
operations  involving  decorative  effects. 

,  (b)  Wages  at  a  rate  of  not  less  than 
50  cents  an  hour  shall  be  paid  under 
section  6  of  the  Fair  Labor  Standards 
Act  of  1938  by  every  employer  to  each  of 
his  employees  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  other  opera¬ 
tions  classification,  which  is  defined  as 
all  operations  in  the  children’s  dress  and 
related  products  industry  in  Puerto  Rico, 
other  than  those  operations  in  the  hand- 
embroidery  classification  of  this  industry. 

§  717.3.  Notices.  Every  employer  sub¬ 
ject  to  the  provisions  of  §  717.2  shall  post 


in  a  conspicuous  place  in  each  depart¬ 
ment  of  his  establishment  where  em¬ 
ployees  subject  to  the  provisions  of 
§  717.2  are  working  such  notices  of  this 
part  as  shall  be  prescribed  from  time  to 
time  by  the  Administrator  of  the  Wage 
and  Hour  Division  of  the  United  States 
Department  of  Labor  and  shall  give  such 
other  notice  as  the  Administrator  may 
prescribe. 


Part  718 — Women’s  and  Children’s  Un¬ 
derwear  Industry  in  Puerto  Rico 
Sec. 

718.1  Definition  of  the  industry. 

718.2  Wage  rates. 

718.3  Notices. 

Aiithoritt;  §§  718.1  to  718.3  issued  under 
sec.  8,  52  Stat.  1064,  as  amended;  29  U.  S.  C. 
208.  Interpret  or  apply  sec.  5,  52  Stat.  1064, 
as  amended;  29  U.  S.  C.  205. 

§  718.1^De^nifion  of  the  industry. 
The  women’s  and  children’s  underwear 
industry  in  Puerto  Rico,  to  which  this 
part  shall  apply,  is  defined  as  follows: 
The  knitting,  or  manufacture  from  wo¬ 
ven  or  knit  fabric,  of  women’s  misses’, 
girls’,  boys’  size  6x  and  under,  and  in¬ 
fants’  underwear  and  nightwear,  includ¬ 
ing,  but  not  by  way  of  limitation,  slips, 
petticoats,  nightgowns,  negligees,  pan- 
ties,  undershirts,  briefs,  shorts,  pajamas, 
sleepers,  and  similar  articles. 

§  718.2  Wage  rates,  (a)  Wages  at  a 
rate  of  not  less  than  35  cents  an  hour 
shall  be  paid  under  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  by  every 
employer  to  each  of  his  employees  in  the 
women’s  and  children’s  underwear  in¬ 
dustry  in  Puerto  Rico  who  is  engaged  in 
commerce  or  in  the  production  of  goods 
for  commerce  and  who  is  engaged  in  the 
hand-sewing  classification,  which  is  de¬ 
fined  as  the  operations  of  hand-sewing, 
hand-embroidering,  hand-embellishing, 
ornamental  stitching  and  similar  opera¬ 
tions  involving  decorative  effects:  Pro¬ 
vided,  however.  That  mending,  repairing, 
sewing  of  labels,  tacking,  and  similar 
operations  on  garments  which  are  wholly 
machine-sewn  or  machine-knit  shall  not 
be  included. 

(b)  Wages  at  a  rate  of  not  less  than 
56  cents  an  hour  shall  be  paid  under  sec¬ 
tion  6  of  the  Fair  Labor  Standards  Act 
of  1938  by  every  employer  to  each  of  his 
employees  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  other  opera¬ 
tions  classification  which  is  defined  as 
all  operations  in  the  women’s  and  chil¬ 
dren’s  underwear  industry  in  Puerto 
Rico,  other  than  those  operations  in  the 
hand-sewing  classification  of  this  in¬ 
dustry. 

§  718.3  Notices.  Every  employer  sub¬ 
ject  to  the  provisions  of  §  718.2  shall  post 
in  a- conspicuous  place  in  each  depart¬ 
ment  of  his  establishment  where  em¬ 
ployees  subject  to  the  provisions  of  §  718.2 
are  working  such  notices  of  this  part  as 
shall  be  prescribed  from  time  to  time  by 
the  Administrator  of  the  Wage  and  Hour 
Division  of  the  United  States  Depart¬ 
ment  of  Labor  and  shall  give  such  other 
notice  as  the  Administrator  may  pre¬ 
scribe. 


Part  719 — Needlework  And  Fabricated 
Textile  Products  Industry  In  Puerto 
Rico 
Sec. 

719.1  Definition  of  the  industry. 

719.2  Wage  rates. 

719.3  Notices. 

Authority:  §§  719.1  to  719.3  Issued  under 
sec.  8,  52  Stat.  1064,  as  amended;  29  U.  S.  C. 
208.  Interpret  or  apply  sec.  5,  52  Stat.  1064, 
as  amended;  29  U.  S.  C.  205. 

§  719.1  Definition  of  the  industry. 
The  needlework  and  fabricated  textile 
products  industry,  to  which  this  part 
shall  apply  is  defined  as  follows:  The 
manufacture  from  any  material  of  all 
apparel  and  apparel  furnishings  and  ac¬ 
cessories  made  by  the  knitting,  crochet¬ 
ing,  cutting,  sewing,  embroidering,  or 
other  process;  the  manufacture  of  all 
textile  prqducts  and  the  manufacture  of 
like  articles  in  which  a  synthetic  material 
in  sheet  form  is  the  basic  component: 
Provided,  however.  That  the  definition 
shall  not  cover  products  or  activities  in¬ 
cluded  in  the  following  industries  in 
Puerto  Rico:  the  children’s  dress  and  re¬ 
lated  products  industry:  the  fabric  and 
leather  glove  industry;  the  handkerchief, 
square  scarf,  and  art  linen  industry;  the 
women’s  and  children’s  underwear  indus¬ 
try;  the  artificial  flower  industry;  the 
button,  buckle  and  jewelry  industry;  the 
corset,  brassieres  and  allied  garments  in¬ 
dustry,  the  handicraft  products  industry; 
the  hooked  rug  industry;  the  hosiery  in¬ 
dustry;  the  men’s  and  boys’  clothing  and 
related  products  industry;  the  shoe  man¬ 
ufacturing  and  related  products  indus¬ 
try;  and  the  textile  and  textile  products 
industry. 

§  719.2  Wage  rates,  (a)  Wages  at  a  rate 
of  not  less  than  40  cents  an  hour  shall 
be  paid  under  section  6  of  the  Fair  Labor 
Standards  Act  of  1938  by  every  employer 
to  each  of  his  employees  in  the  needle¬ 
work  and  fabricated  textile  products  in¬ 
dustry  in  Puerto  Rico  who  is  engaged  in 
commerce  or  in  the  production  of  goods 
for  commerce  and  who  is  engaged  in  the 
hand-embroidering  on  blouses  and  neck¬ 
wear  classification  which  is  defined  as 
the  operations  of  hand-embroidering, 
hand-embellishing,  ornamental  stitching 
and  other  hand-sewing  operations  in¬ 
volving  decorative  effects  in  the  manu¬ 
facture  of  women’s  and  misses’  blouses, 
shirts,  waists,  neckwear  (including  collar 
and  cuff  sets) ,  and  scarves  (except 
square  scarves) . 

(b)  Wages  at  a  rate  of  not  less  than 
60  cents  an  hour  shall  be  paid  under  sec¬ 
tion  6  of  the  Fair  Labor  Standards  Act 
of  1938  by  every  employer  to  each  of  his 
employees  in  the  needlework  and  fabri¬ 
cated  textile  products  industry  in  Puerto 
Rico  who  is  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  other  opera¬ 
tions  on  blouses  and  neckwear  classifi¬ 
cation  which  is  defined  as  all  operations 
in  the  manufacture  of  women’s  and 
misses’  blouses,  shirts,  waists,  neckwear 
(including  collar  and  cuff  sets),  and 
scarves  (except  square  scarves),  other 
than  those  in  the  hand-embroidering  on 
blouses  and  neckwear  classification  of 
this  industiy. 

(c)  Wages  of  not  less  than  11  Vz  cents 
an  hour  shall  be  paid  under  section  6  of 
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the  Fair  Labor  Standards  Act  of  1938  by 
every  employer  to  each  of  his  employees 
in  the  needlework  and  fabricated  textile 
products  industry  in  Puerto  Rico  who  is 
engaged  in  commerce  or  in  the  produc* 
tion  of  goods  for  commerce  and  who  is 
engaged  in  the  sweater  and  knit  swim¬ 
wear  classification  which  is  defined  as 
the  manufacture  of  men’s,  women’s, 
misses’,  boys’  and  girls’  knit  sweaters, 
shrugs,  shoulderettes,  boleros,  and  sim¬ 
ilar  knitwear,  and  women’s,  misses’  and 
girls’  knit  swimwear. 

(d)  Wages  at  a  rate  of  not  less  than 
60  cents  an  hour  shall  be  paid  under  sec¬ 
tion  6  of  the  Pair  Labor  Standards  Act 
of  1938  by  every  employer  to  each  of  his 
employees  in  the  needlework  and  fabri¬ 
cated  textile  products  industry  in  Puerto 
Rico  who  is  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  knit  glove, 
crocheted  slipper  and  leather  handbag 
classification  which  is  defined  as  the 
manufacture  of  knit  or  crocheted  gloves 
and  mittens;  slippers,  slipper  socks, 
mukluks,  and  similar  types  of  footwear 
(except  infants’  bootees)  made  by  a  cro¬ 
cheting  or  knitting  process;  and  wom¬ 
en’s,  misses’  and  girls’  leather  handbags 
and  purses. 

(e)  Wages  at  a  rate  of  not  less  than 
40  cents  an  hour  shall  be  paid  under  the 
Pair  Labor  Standards  Act  of  1938  by 
every  employer  to  each  of  his  employees 
in  the  needlework  and  fabricated  textile 
products  industry  in  Puerto  Rico  who  is 
engaged  in  commerce  or  in  the  produc¬ 
tion  of  goods  for  commerce  and  who  is 
engaged  in  the  hand-crocheting  and 
hand-embroidering  on  crocheted  hats 
end  infants  bootees  classification 
which  is  defined  as  the  operations  of 
hand-crocheting,  hand-knitting,  hand 
embroidering,  hand-embellishing,  orna¬ 
mental  stitching,  and  other  hand  opera¬ 
tions  involving  decorative  effects  in  the 
manufacture  of  crocheted  or  knitted 
headwear  for  women,  misses,  girls,  and 
Infants  three  years  of  age  or  under,  and 
crocheted  or  knitted  bootees  for  infants. 

(f)  Wages  of  not  less  than  60  cents 
an  hour  shall  be  paid  under  section  6  of 
the  Fair  Labor  Standards  Act  of  1938 
by  every  employer  to  each  of  his  em¬ 
ployees  in  the  needlework  and  fabricated 
textile  products  industry  in  Puerto  Rico 
who  is  engaged  in  commerce  or  in  the 
production  of  goods  for  commerce  and 
who  is  engaged  in  the  other  operations 
on  crocheted  hats  and  infants  bootees 
classification  which  is  defined  as  all  op¬ 
erations  in  the  manufacture  of  cro¬ 
cheted  or  knitted  headwear  for  women, 
misses,  girls,  and  infants  three  years  of 
age  or  under,  and  crocheted  bootees  for 
Infants,  other  than  those  operations  in 
the  hand-crocheting  and  hand-embroi¬ 
dering  of  crocheted  hats  and  infants 
bootees  classification  of  this  Industry. 

(g)  Wages  at  a  rate  of  not  less  than 
60  cents  an  hour  shall  be  paid  under  sec¬ 
tion  6  of  the  Pair  Labor  Standards  Act 
of  1938  by  every  employee  to  each  of  his 
employees  in  the  needlework  and  fabri¬ 
cated  textile  products  industry  in  Puerto 
Rico  who  is  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  general  classi¬ 
fication  which  is  defined  as  the  manu¬ 


facture  from  any  material  of  all  apparel 
and  apparel  furnishings  and  accessories, 
and  all  textile  products  and  like  articles 
in  which  a  S3mthetic  material  in  sheet 
form  is  the  basic  component,  which  are 
not  included  in  any  other  classification 
of  the  needlework  and  fabricated  textile 
products-  industry  provided  in  para¬ 
graphs  (a)  to  (f)  of  this  section;  the  out¬ 
lining  or  embroidery  of  lace  by  machine 
and  embroidery  of  any  article  or  trim¬ 
ming  on  a  bonnas  embroidery  machine, 
or  by  a  crochet  beading  process,  or  with 
bullion  thread,  and  all  operations  imme¬ 
diately  incidental  thereto. 

§  719.3  Notices.  Every  employer  sub¬ 
ject  to  the  provisions  of  §  719.2  shall  post 
in  a  conspicuous  place  in  each  depart¬ 
ment  of  his  establishment  where  em¬ 
ployees  subject  to  the  provisions  of 
§  719.2  are  working  such  notices  of  this 
part  as  shall  be  prescribed  from  time  to 
time  by  the  Administrator  of  the  Wage 
and  Hour  Division  of  the  United  States 
Department  of  Labor  and  shall  give  such 
other  notice  as  the  Administrator  may 
prescribe. 

Signed  at  Washington,  D.  C.  this  17th 
day  of  September  1956. 

C.  T.  LUNDQXnST, 
Acting  Administrator. 

[F.  R.  Doc.  56-7650;  Piled.  Sept.  21,  1956; 

8:51  a.  m.] 


TITLE  30— MINERAL  RESOURCES 

Chapter  I — Bureau  of  Mines, 
Department  of  the  Interior 

Subchapter  B— Respiratory  Protective  Apparatus; 

Tests  for  Permissibility;  Fees 
[Schedule  13D] 

Part  11 — Self-Contained  Breathing 
Apparatus 

There  was  published  in  the  Federal 
Register  of  June  29, 1956  (21  F.  R.  4821) , 
a  notice  and  text  of  proposed  amended 
regulations  in  Part  11  of  Subchapter  B  of 
’Title  30  Code  of  Federal  Regulations, 
prescribing  requirements  for  tests  and 
investigations  leading  to  approval  of 
Self-Contained  Breathing  Apparatus. 

After  consideration  of  all  relevant  ma¬ 
terial  submitted  pursuant  to  the  notice 
as  published  in  the  Federal  Register  of 
June  29,  1956,  the  amended  regulations 
as  proposed  are  adopted  without  change. 

Fred  G.  Aandahl, 
Acting  Secretary  of  the  Interior. 

September  18,  1956. 

Preliminary  statement.  The  Bureau 
of  Mines  is  prepared,  at  its  Central  Ex¬ 
periment  Station,  Pittsburgh,  Pa.,  to 
conduct  tests  to  determine  the  permissi¬ 
bility  of  self-contained  breathing  appa¬ 
ratus  for  use  in  irrespirable  and 
poisonous  gases. 

The  authority  for  conducting  such 
tests  and  investigations  is  contained  in 
the  act  of  May  16.  1910,  as  amended  (36 
Stat.  370,  30  U.  S.  C.  3,  5,  7),  and  in 
Executive  Order  No,  6611,  February  22, 
1934.  The  act,  as  so  amended, 'contains 
the  following  provision: 

For  tests  or  Investigations  authorized  by 
the  Secretary  of  the  Interior  under  the  pro¬ 


visions  of  this  Act,  as  amended  and  supple¬ 
mented,  except  those  performed  for  the  Gov¬ 
ernment  of  the  United  States  or  State  gov¬ 
ernments  within  the  United  States,  a  fee 
suflBclent  In  each  case  to  compensate  the 
Bureau  of  Mines  for  the  entire  cost  of  the 
services  rendered  shall  be  charged,  according 
to  a  schedule  prepared  by  the  Director  of 
the  Bureau  of  Mines  and  approved  by  the 
Secretary  of  the  Interior,  who  shall  pre¬ 
scribe  rules  and  regulations  imder  which 
such  tests  and  Investigations  may  be  made. 
All  moneys  received  from  such  sources  shall 
be  paid  Into  the  Treasiny  to  the  credit  of 
miscellaneous  receipts. 

(These  regulations  constitute  Schedule 
13D  and  supersede  all  schedules  hereto¬ 
fore  issued  by  the  Bureau  of  Mines  relat¬ 
ing  to  the  testing  and  approval  of  self- 
contained  breathing  apparatus.) 

Sec. 

11.1  Definition  of  "permissible.** 

11.2  Conditions  under  which  apparatus 

will  be  tested. 

11.3  Fees  for  testing. 

11.4  General  requirements. 

11.5  Construction. 

11.6  Character  and  general  description  of 

tests. 

11.7  Detailed  procedure  of  tests. 

1 1 .8  Approval  of  regenerators. 

11.9  Notification  of  approval  or  disap¬ 

proval. 

11.10  Approval  plates  and  markings  for 

permissible  apparatus  and  for  ap¬ 
proved  supplemental  parts. 

11.11  Changes  subsequent  to  approval. 

1 1 .12  Withdrawal  of  approval. 

Authority:  J  11.1  to  11.12  Issued  under 
sec.  5,  36  Stat.  370,  as  amended;  30  U.  S.  C. 
7.  Interpret  or  apply  secs.  2,  3,  36  Stat.  370, 
as  amended;  30  U.  S.  C.  3,  5.  E.  O.  6611, 
Feb.  22,  1934. 

§  11.1  Definition  of  “permissible.*’ 
The  Bureau  of  Mines  considers  a  self- 
contained  breathing  apparatus  to  be  per¬ 
missible  for  use  in  irrespirable  and 
poisonous  gases  if  all  the  details  of  con¬ 
struction  and  materials  are  the  same  in 
all  respects  as  those  of  a  self-contained 
breathing  apparatus  that  has  passed  the 
tests  for  safety,  practicability,  and 
efficiency  in  accordance  with  standards 
established  by  the  Bureau  and  herein¬ 
after  described. 

§  11.2  Conditions  under  which  ap¬ 
paratus  will  be  tested.  The  conditions 
under  which  the  Bureau  of  Mines  will 
examine  and  test  a  self-contained 
breathing  apparatus  to  establish  its 
permissibility  follow: 

(a)  (1)  Application  for  inspection, 
examination,  and  testing  shall  be  made 
in  duplicate  to  the  Central  Experiment 
Station,  Bureau  of  Mines,  4800  Forbes 
Street,  Pittsburgh  13,  Pa.,  and  shall  be 
accompanied  by  (i)  a  check,  bank  draft, 
or  money  order  (see  5  11.3)  payable  to 
the  order  of  the  United  States  Bureau  of 
Mines;  (ii)  a  complete  written  descrip¬ 
tion  of  the  apparatus  in  duplicate;  and 
(iii)  a  set  of  drawings  in  duplicate  show¬ 
ing  full  details  of  construction  of  the 
apparatus.  If  an  apparatus  operates 
with  a  regenerator,  the  application  shall 
be  accompanied  by  a  complete  written 
description  of  the  regenerator  and  a  set 
of  drawings  showing  full  details  of  its 
construction,  all  in  duplicate.  The  ap¬ 
plication  shall  state,  among  other  things, 
whether  the  apparatus  is  ready  to  be 
marketed. 
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(2)  Applicants,  manufacturers,  or 
their  representatives  may  visit  or  com¬ 
municate  with  the  Central  Experiment 
Station,  Bureau  of  Mines,  4800  Forbes 
Street,  Pittsburgh  13,  Pa.,  to  obtain 
criticism  of  proposed  designs  or  to  dis¬ 
cuss  the  'requirements  covering  the 
approval  of  self-contained  breathing 
apparatus.  No  charge  is  made  for  such 
consultation.  * 

(b)  The  examination,  inspection,  and 
test  shall  be  made  at  the  Central  Ex¬ 
periment  Station,  Bureau  of  Mines, 
Pittsburgh,  Pa. 

(c)  The  applicant,  submitting  the 
self-contained  breathing  apparatus  for 
inspection,  examination,  and  test,  will 
be  required  to  provide  two  sets  of  appa¬ 
ratus,  prepaid  to  the  Central  Experi¬ 
ment  Station,  Bureau  of  Mines,  4800 
Forbes  Street,  Pittsburgh  13,  Pa.  If  the 
apparatus  successfully  passes  all  the. 
tests  and  requirements  hereinafter  speci¬ 
fied,  one  set  of  the  apparatus  will  be  re¬ 
tained  by  the  Bureau  of  Mines  as  a 
laboratory  exhibit  and  the  other  set  will 
be  returned  to  the  applicant.  If  the 
apparatus  does  not  pass  all  of  the 
Bureau’s  tests  or  requirements,  both  sets 
of  apparatus  will  be  returned  to  the 
applicant  at  his  expense. 

(d)  Each  self-contained  breathing 
apparatus  submitted  for  test  shall  have 
marked  on  it  in  a  distinct  manner  the 
name  and  address  of  the  manufacturer 
and  the  name,  letter,  or  number  by 
whici:  the  apparatus  is  designated  for 
trade  purposes. 

(e)  (1)  For  tests  of  self-contained 
oxygen  breathing  apparatus  utilizing  a 
supply  of  compressed  gaseous  oxygen, 
the  oxygen  will  be  supplied  by  the  Bu¬ 
reau  of  Mines  and  will  be  of  the 
purity  specified  in  contracts  by  the 
Bureau  for  use  in  its  own  self-contained 
breathing  apparatus,  namely,  at  least  98 
percent  oxygen  and  the  remainder  nitro¬ 
gen.  The  applicant  shall  supply  such 
regenerators  or  regenerating  materials 
as  are  necessary  to  operate  the  apparatus 
during  the  tests  as  hereinafter  described. 

(2)  For  tests  of  self-contained  breath¬ 
ing  apparatus  utilizing  a  supply  of  com¬ 
pressed  air,  the  applicant  shall  supply 
the  compressed  air  (in  suitable  contain¬ 
ers)  necessary  in  making  the  hereafter 
described  tests.  'The  compressed  air 
shall  not  contain  any  amount  of  gaseous, 
liquid,  or  solid  substance  that  is  harm¬ 
ful  to  a  wearer  of  the  apparatus  under 
any  condition  of  use.  The  applicant 
shall  furnish  a  written  statement  setting 
forth  the  method  used  to  compress  the 
air  and  the  controls  used  to  prevent  con¬ 
tamination  of  the  compressed  air  by  any 
gaseous,  liquid,  or  solid  substance  that  is 
harmful  to  a  human  being. 

(3)  For  tests  of  self-contained  breath¬ 
ing  apparatus  utilizing  a  supply  of 
oxygen  that  is  generated  by  a  chemical 
reaction  when  using  the  apparatus,  the 
applicant  shall  supply  the  oxygen¬ 
generating  chemicals  (in 'suitable  con¬ 
tainers)  in  amounts  necessary  to  con¬ 
duct  the  hereafter  described  tests.  The 
oxygen  shall  not  contain  any  amount  of 
gaseous,  liquid,  or  solid  substance  that  is 
harmful  to  a  wearer  of  the  apparatus 
under  any  condition  of  use.  The  appli¬ 
cant  shall  furnish  a  written  statement 


setting  forth  the  method  by  which  the 
oxygen  is  generated  and  the  chemical 
reaction  involved  for  this  purpose  dur¬ 
ing  the  use  of  the  apparatus.  F\irther- 
more,  this  statement  shall  set  forth  how 
the  chemicals  in  the  oxygen  generator 
have  been  manufactured  so  as  to  prevent 
contamination  of  the  oxygen  by  any 
gaseous,  liquid,  or  solid  substance  in 
amounts  or  proportions  harmful  to  a 
human  being. 

(f)  On  receipt  of  the  self-contained 
breathing  apparatus  for  which  applica¬ 
tion  has  been  made  for  examination, 
inspection,  or  test,  the  applicant  will  be 
notified  whether  the  apparatus  meets 
the  requirements  of  these  regulations 
and  whether  additional  spare  parts  are 
necessary  to  facilitate  making  a  proper 
test  of  the  apparatus.  The  applicant 
will  be  required  to  provide  additional 
parts,  if  needed,  and  also  to  alter  the 
apparatus,  if  necessary. 

(g)  No  self-contained  breathing  ap¬ 
paratus  will  be  tested  unless  it  is  in  the 
complete  form  in  which  it  is  to  be 
marketed. 

(h)  As  soon  as  possible  after  the 
formal  application  for  the  test  and  the 
apparatus  to  be  tested  have  been  re¬ 
ceived,  the  applicant  will  be  notified  of 
the  date  on  which  the  test  will  begin  and 
if  any  additional  material  is  required. 

(i)  Tests  will  be  made  in  the  order  of 
receipt  of  application,  provided  that  the 
applicant  has  furnished  the  necessary 
apparatus  and  material. 

(j)  Self-contained  breathing  appara¬ 
tus  in  course  of  development  may  be 
submitted  by  manufacturers  and  in¬ 
ventors  for  preliminary  test  or  inspec¬ 
tion  to  ascertain  defective  construction 
or  misapplication  of  safety  principles. 
The  Bureau  will  determine  the  nature  of 
such  test  or  inspection  and  the  fee,  if  any. 
If  a  fee  is  to  be  charged,  it  shall  be  paid 
before  the  test  or  inspection  is 
undertaken. 

(k)  No  one  shall  be  present  during  any 
part  of  the  formal  investigation,  con¬ 
ducted  by  the  Bureau,  that  leads  to  ap¬ 
proval  except  the  necessary  Government 
personnel,  representatives  of  the  appli¬ 
cant,  and  such  other  persons  as  may  be 
mutually  agreed  upon  by  the  applicant 
and  the  Bureau.  When  a  self-contained 
breathing  apparatus  is  approved  as  per¬ 
missible,  the  Bureau  will  announce  that 
such  approval  has  been  granted  and  may 
thereafter  conduct  from  time  to  time, 
in  its  discretion,  public  demonstrations 
of  the  tests  of  approved  self-contained 
breathing  apparatus.  Those  who  attend 
any  part  of  the  investigation,  or  any 
public  demonstration,  shall  be  present 
solely  as  observers;  the  conduct  of  the 
investigation  and  of  any  public  demon¬ 
stration  shall  be  controlled  wholly  by  the 
Bureau’s  personnel.  The  results  of 
chemical  analyses  and  all  Information 
contained  in  the  drawings,  specifications, 
and  instructions  shall  be  deemed  confi¬ 
dential,  and  the  Bureau  will  appropriate¬ 
ly  safeguard,  them  against  disclosure. 

(l)  Breatliing  apparatus  will  be  tested 
for  manufacturers  or  accredited  agents 
of  manufacturers  and  for  inventors. 

(m)  The  Bureau  of  Mines  will  make 
public  from  time  to  time  a  list  of  per¬ 
missible  self-contained  breathing  ap- 
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paratus  and  data  on  tests  of  such 
equipment. 


5  11.3  Fees  for  testing. 


Appara- 

Oxygen 

tus  with 

general- 

Demand* 

separate 

Ing  ap- 

type  ap- 

regener- 

paratus 

paratus 

ator 

Complete  2-hour  self- 

contained  breathing 
apparatus  inspection 

and  tests . 

$1,500 

$1,500 

$1,500 

Complete  1-hour  self- 

contained  breathing 
apparatus  inspection 

and  tests . 

1,390 

1,390 

1,390 

Complete  ^i-hour  self- 

contained  breathing 
apparatus  inspection 
and  tests _ _ 

1,390 

1,390 

1,390 

Complete  W-hour  self- 

contained  breathing 

apparatus  inspection 
and  tests . . 

1,390 

1,390 

1,390 

Separate  preliminary  2- 

hour  apparatus  in¬ 
spection  and  tests.... 

230 

230 

230 

Separate  preliminary  1- 

hour  apparatus  in¬ 
spection  and  tests _ 

230 

230 

230 

Separate  preliminity 
94-houi  apparatus  m- 

spection  and  tests.... 
Separate  preliminary 

230 

230 

230 

H-hour  apparatus  in¬ 
spection  and  tests. ... 

230 

230 

230 

Separate  supplemen- 

tary  facepiece  as¬ 
sembly _ _ 

230 

230 

Separate  regenerator  2- 

hour  apparatus  in¬ 
spection  and  tests _ 

165 

Separate  regenerator  1- 
bour  apparatus  in¬ 
spection  and  tests _ 

Separate  regenerator  H- 

165 

hour  apparatus  in¬ 
spection  and  tests _ 

Separate  regenerator  H- 

165 

hour  apparatus  in¬ 
spection  and  tests.... 
Special  reducing  valve 
inspection  and  tests. 

165 

165 

165 

165 

Separate  auxiliary  parts 
inspection  and  tests, 

no 

no 

no 

Pees  for  testing  unusually  complicated 
types  of  self-contained  breathing  appa¬ 
ratus  and  for  extensions  of  approval  will 
be  based  on  the  actual  cost  of  testing,  as 
determined  by  the  Bureau  of  Mines  in 
advance;  the  applicant  will  be  notified 
and  the  fees  paid  before  the  tests  are 
begun. 

§  11.4  General  requirements.  To  re¬ 
ceive  approval  of  the  Bureau  of  Mines  for 
any  type  of  self-contained  breathing 
apparatus  described  under  types  A,  B, 
C,  or  D  in  the  following,  the  apparatus 
must  comply  with  the  requirements 
specified.  Four  general  types  of  self- 
contained  breathing  apparatus  will  be 
tested — type  A,  y2-hour;  type  B,  %- 
hour;  type  C,  1-hour;  and  type  D,  2- 
hour.  To  be  approved  each  type  of 
breathing  apparatus  must  pass  satisfac¬ 
torily  all  of  the  tests  specified  for  the 
respective  tsrpe  in  §  11.7.  The  Bureau 
considers  that  the  A,  ^4-hour,  and  B, 
%-hour,  types  are  suitable  for  mine 
rescue  and  recovery  work  as  auxiliary 
equipment  only. 

(a)  The  amount  of  oxygen  or  air 
supplied  by  the  apparatus  must  meet 
the  needs  of  the  wearer  at  all  times. 

(b)  The  apparatus  shall  be  free  from 
mechanical  obstructions  so  that  the 
wearer  can  breathe  freely  at  all  times. 

(c)  The  temperature  of  the  inspired 
atmosphere  shall  not  exceed  110*  F. 
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when  the  temperature  of  the  atmosphere 
external  to  the  apparatus  does  not 
exceed  85“  P.  The  Bureau  will  not 
test  self-contained  breathing  apparatus 
when  the  temperature  external  to  the 
apparatus  exceeds  85"  P.  or  is  less  than 
60“  P. 

(d)  The  apparatus  shall  be  durable  in 
construction,  and  all  vital  parts  shall  be 
so  protected  as  to  prevent  damage  or 
excessive  wear  during  the  tests  to  which 
it  will  be  subjected. 

(e)  (1)  Por  an  apparatus,  equipped 
with  a  mouth-breathing  device  in  which 
the  expired  atmosphere  is  recirculated 
and  which  utilizes  a  supply  of  compressed 
oxygen  and  a  regenerator,  the  regen¬ 
erating  material  (absorbent)  shall  ab¬ 
sorb  carbon  dioxide  from  the  expired 
atmosphere.  Samples  of  the  atmosphere 
within  the  apparatus  shall  be  taken  for 
analytical  determination  of  carbon  diox¬ 
ide  content.  The  atmosphere  within  the 
apparatus  shall  be  sampled  as  near  to  the 
point  of  iilspiration  as  practicable,  only 
while  the  wearer  is  inhaling,  over  a  pe¬ 
riod  covering  several  inhalations,  and 
at  uniform  intervals  of  time.  None  of 
the  samples  so  taken  shall  contain  more 
than  2*/4  percent  of  carbon  dioxide.  The 
average  carbon  dioxide  content  of  all 
atmospheric  samples  taken  from  within 
the  apparatus  during  the  test  shall  not 
exceed  1  percent. 

(2)  For  an  apparatus,  equipped  with  a 
facepiece,  in  which  the  expired  atmos¬ 
phere  is  recirculated  and  which  utilizes 
a  supply  of  compressed  oxygen  and  a  re¬ 
generator,  the  regenerating  material 
(absorbent)  shall  absorb  carbon  dioxide 
from  the  expired  atmosi^ere.  Samples 
of  the  atmosphere  within  the  api>aratus 
shall  be  taken  for  analyti(^al  determina¬ 
tion  of  carbon  dioxide  content.  The 
atmo^here  ^thin  the  aiH>ar&tu8  shall 
be  sampled  only  when  the  wearer  is 
inhaling,  over  a  period  covering  sev¬ 
eral  Inhalations,  and  at  uniform  inter¬ 
vals  of  time.  None  of  the  samples  so 
taken  shall  contain  more  than  2^ 
percent  of  carbon  dioxide.  Samples 
of  the  atmosphere  within  the  apparatus 
shall  be  taken  from  the  inhalation  side 
of  the  apparatus  as  near  as  possible  to 
the  facepiece;  the  average  carbon  diox¬ 
ide  content  of  such  samples  shall  not 
exceed  1  percent  during  the  test.  Sam¬ 
ples  of  the  atmosphere  within  the  ap¬ 
paratus  also  shall  be  taken  from  within 
the  facepiece  as  near  as  practicable  to 
the  nose  and  mouth  of  the  wearer;  the 
average  carbon  dioxide  content  of  such 
samples  shall  not  exceed  2  percent  dur¬ 
ing  the  test. 

(3)  For  an  oxygen-generating  appa¬ 
ratus,  equipped  with  a  mouth-breathing 
device,  in  which  the  expired  atmosphere 
is  recirculated  and  in  which  a  chemical 
change  is  effected  so  that  carbon  dioxide 
is  absorbed  concurrently  with  the  gen¬ 
eration  of  oxygen,  samples  of  the  at¬ 
mosphere  within  the  apparatus  shall  be 
taken  for  analytical  determination  of 
carbon  dioxide  content.  The  atmosphere 
within  the  apparatus  shall  be  sampled 
as  near  to  the  point  of  Inspiration  as 
practicable,  only  while  the  wearer  is  in¬ 
haling,  over  a  period  covering  several  in¬ 
halations,  and  at  uniform  intervals  of 
time.  None  of  the  samples  so  taken  shall 
contain  more  than  2  Y2  percent  of  carbon 


dioxide.  The  average  carbon  dioxide 
content  of  all  atmospheric  samples  taken 
from  within  the  apparatus  during  the 
test  shall  not  exceed  1  percent. 

(4)  Por  an  oxygen-generating  appara¬ 
tus,  equipped  with  a  facepiece,  in  which 
the  expired  atmosphere  is  recirculated 
and  in  which  a  chemical  change  is  ef¬ 
fected  so  that  carbon  dioxide  is  absorbed 
concurrently  with  the  generation  of  oxy¬ 
gen,  samples  of  the  atmosphere  within 
the  apparatus  shall  be  taken  for  analyt¬ 
ical  determination  of  carbon  dioxide  con¬ 
tent.  The  atmosphere  within  the  appa¬ 
ratus  shall  be  sampled  only  when  the 
wearer  is  inhaling,  over  a  period  covering 
several  inhalations,  and  at  uniform  in¬ 
tervals  of  time.  None  of  the  samples  so 
taken  shall  contain  more  than  2^^  per¬ 
cent  of  carbon  dioxide.  Samples  of  the 
atmosphere  within  the  apparatus  shall 
be  taken  from  the  inhalation  side  of  the 
apparatus  as  near  as  possible  to  the  face- 
piece;  the  average  carbon  dioxide  con¬ 
tent  of  such  samples  shall  not  exceed  1 
percent  during  the  test.  Samples  of  the 
atmosphere  within  the  apparatus  also 
shall  be  taken  from  within  the  facepiece 
as  near  as  practicable  to  the  nose  and 
mouth  of  the  wearer;  the  average  car¬ 
bon  dioxide  content  of  such  samples  shall 
not  exceed  2  percent  during  the  test. 

(5)  Por  an  apparatus,  equipped  with 
a  mouth-breathing  device,  in  which  the 
expired  atmosphere  is  not  recirculated, 
as  in  open-circuit  (demand)  apparatus, 
and  which  utilizes  a  supply  of  com¬ 
pressed  oxygen  or  compressed  air, 
samples  of  the  atmosphere  within  the 
apparatus  shall  be  taken  for  analytical 
determination  of  carbon  dioxide  content. 
The  atmosphere  within  the  apparatus 
shall  be  sampled  as  near  to  the  point  of 
inspiration  as  practicable,  only  while 
the  wearer  is  inhaling,  over  a  period 
covering  several  inhalations,  and  at  uni¬ 
form  Intervals  of  time.  None  of  the 
samples  so  taken  shall  contain  more  than 
2Yi  percent  of  carbon  dioxide.  The  aver¬ 
age  carbon  dioxide  content  of  all  atmos¬ 
pheric  samples  taken  from  within  the 
apparatus  during  the  test  shall  not  ex¬ 
ceed  1  percent. 

(6)  Fbr  an  apparatus,  equipped  with 
facepiece,  in  which  the  expired  atmos¬ 
phere  is  not  recirculated,  as  in  open- 
circuit  (demand)  apparatus,  and  which 
utilizes  a  supply  of  compressed  oxygen 
or  compressed  air,  samples  of  the  atmos¬ 
phere  within  the  apparatus  shall  be 
taken  for  analytical  determination  of 
carbon  dioxide  content.  The  atmosphere 
within  the  apparatus  shall  be  sampled 
only  when  the  wearer  is  Inhaling,  over 
a  period  covering  several  inhalations, 
and  at  uniform  intervals  of  time.  None 
of  the  samples  so  taken  shall  contain 
more  than  2  Yz  percent  of  carbon  dioxide. 
Samples  of  the  atmosphere  within  the 
apparatus  shall  be  taken  from  the  in¬ 
halation  side  of  the  apparatus  as  near  as 
possible  to  the  facepiece;  the  average 
carbon  dioxide  content  of  such  samples 
shall  not  exceed  1  percent  during  the 
test.  Samples  of  the  atmosphere  within 
the  apparatus  also  shall  be  taken  from 
within  the  facepiece  as  near  as  prac¬ 
ticable  to  the  nose  and  mouth  of  the 
wearer;  the  average  carbon  dioxide  con¬ 
tent  of  such  samples  shall  not  exceed  2 
percent  during  the  test. 


(f)  AH  parts  of  a  self-contained 
breathing  apparatus,  Including  the 
source  of  the  breathed  atmosphere,  shall 
be  carried  on  the  body  of  the  wearer. 

S  11.6  Construction,  (a)  When  worn 
in  irrespirable  air,  the  apparatus  shall, 
without  recharging,  meet  the  needs  of 
the  wearer  for  not  less  than  the  number 
of  minutes  fdr  which  it  was  designed. 

(b)  The  mechanical  construction  of 
the  apparatus  shall  be  such  that  every 
part  can  be  tested,  inspected,  and  re¬ 
paired  by  persons  that  are  skilled  in  such 
work,  and  all  parts  that  require  steriliz¬ 
ing  ^all  be  readily  accessible  for  this 
purpose. 

(c)  All  parts  of  the  apparatus  subject 
to  or  liable  to  be  subjected  to  pressures 
in  excess  of  5  pounds  per  square  inch 
shall  be  so  constructed  and  equipped  with 
safety  devices  that  the  safety  of  the 
wearer  shall  be  assured,  as  determined 
by  the  15  tests  described  in  §  11.7. 

(d)  In  apparatus  equipped  with  a 
breathing  bag  or  bags,  or  their  equivalent, 
the  inhalation  and  exhalation  compart¬ 
ments  shall  have  a  combined  capacity 
of  at  least  8  liters.  If  a  single  breathing 
bag  is  used,  it  shall  have  a  capacity  of 
at  least  5  liters. 

(e)  In  apparatus  equipped  with  a 
breathing  bag  that  is  used  in  conjunc¬ 
tion  with  operation  of  an  oxygen-  or 
air-admission  valve,  the  bag  shall  have 
a  capacity  of  at  least  3  liters  after  the 
admission  valve  is  closed.  After  3  liters 
of  oxygen  or  air  is  introduced  into  the 
breathing  bag,  the  water-gage  pressure 
shall  not  exce^  3  inches. 

(f)  All  parts  enclosing  the  breathed 
atmosphere  of  a  self-contained  breath¬ 
ing  apparatus  shall  consist  of  material 
that  will  exclude  gases  external  to  the 
apparatus  and  be  impervious  to  gasoline 
vapor  for  at  least  a  2^-hour  period. 
The  material  shall  be  of  good  strength 
and  be  flexible,  and  the  joints  or  seams 
shall  be  either  cemented  and  sewed  or 
vulcanized  or  bound  in  such  manner  that 
the  part  or  parts  will  not  become  sep¬ 
arated  at  the  joints  or  seams  when  the 
apparatus  is  in  use.  Such  part  or  parts 
may  be  made  in  one  piece  without  joints 
or  seams. 

(g)  The  apparatus  shall  not  have  In 
its  circiilatory  system  any  zone  of  con¬ 
stant  negative  pressure,  or  a  positive 
pressure  at  the  mouthpiece  or  facepiece 
of  more  than  3  inches  water  gage  after 
a  2^/^ -liter  exhalation. 

(h)  A  self-contained  breathing  appa¬ 
ratus  in  which  the  expired  atmosphere 
is  recirculated  shall  be  provided  with  a 
release  valve  that  is  operated  manually 
or  automatically  and  is  placed  at  some 
point  in  the  circulatory  system  of  the 
apparatus.  The  function  of  this  valve 
shall  be  to  permit  the  escape  to  the  out¬ 
side  atmosphere  of  a  part  of  the  atmos¬ 
phere  in  the  circulatory  system  of  the 
apparatus.  The  valve  shall  be  so  de¬ 
signed  that  the  outside  atmosphere  can¬ 
not  be  drawn  into  the  apparatus. 

(i)  When  apparatus  is  equipped  with 
high-pressure  gas  container(s)  the  ap¬ 
plicant  shall  furnish  therewith  a  certifi¬ 
cate  of  test  required  by  the  Interstate 
Commerce  Ccmimission  imder  Specifica¬ 
tions  No.  3-A  or  equivalent  specifications 
or  shall  give  evidence  satisfactory  to  thS 
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Bureau  that  such  high-pressure  gas  con¬ 
tainer  (s)  were  tested  in  accordance  with 
Interstate  Commerce  Commission  Speci¬ 
fications  No.  3-A  or  equivalent  specifica¬ 
tions. 

(j)  (1)  When  an  apparatus  is  equipped 
with  a  high-pressure  gas  container 
charged  with  compressed  oxygen  or  com¬ 
pressed  air  to  a  pressure  10  percent  in 
excess  of  its  marked  service  pressure, 
the  container  shall  be  equipped  with  a 
perforated  safety  cap  attached  to  the 
main  closing  valve.  The  perforated 
safety  cap  shall  contain  a  frangible  disk, 
without  fusible  metal  backing,  and  the 
disk  shall  have  a  bursting  pressure  of 
2,650  to  3,000  poimds  per  square  inch. 

(2)  When  an  apparatus  is  equipped 
with  a  high-pressure  gas  container 
charged  with  compressed  oxygen  or  com¬ 
pressed  air  at  a  pressure  not  in  excess 
of  its  marked  service  pressure,  the  con¬ 
tainer  shall  be  equipped  with  a  perfo¬ 
rated  safety  cap  attached  to  the  main 
closing  valve.  The  perforated  safety  cap 
shall  contain  a  frangible  disk,  without 
fusible  metal  backing,  having  a  bursting 
pressure  of  2,650  to  3,000  pounds  per 
square  inch.  As  an  alternate,  when  the 
high-pressure  gas  container  is  charged 
at  a  pressure  not  in  excess  of  its  marked 
service  pressure,  the  container  may  be 
equipped  with  a  perforated  safety  cap 
attached  to  the  main  closing  valve  and 
the  safety  cap  provided  with  a  plain 
copper  disk  and  fiber  gasket  and  filled 
with  a  metal  (such  as  Rose’s  metal)  hav¬ 
ing  a  fusing  temperature  of  approxi¬ 
mately  94°  C.  Such  fusible  metal  shall 
not  be  forced  from  the  perforated  safety 
cap  by  a  pressure  less  than  2,250  pounds 
per  square  inch. 

(k)  (1)  The  closing  valve  of  the  high- 
pressure  gas  container  shall  be  provided 
with  a  device  to  prevent  the  wearer  of 
the  apparatus  from  screwing  the  stem 
entirely  out  of  the  valve.  The  closing 
valve  shall  also  be  provided  with  a  de¬ 
vice  to  enable  the  wearer  to  lock  the 
valve  stem  open  when  the  valve  has 
been  opened  to  the  desired  point.  The 
valve-closing  device  shall  be  operable  by 
hand  without  use  of  wrenches  or  external 
levers. 

(2)  Main  and  bypass  valves  that  con¬ 
trol  the  flow  of  compressed  oxygen  or 
compressed  air  from  the  source>of  sup¬ 
ply  shall  be  so  located  that  they  can  be 
manipulated  readily  by  the  wearer  when 
the  apparatus  is  being  worn. 

(l)  When  an  apparatus  is  equipped 
with  a  gage  for  recording  time  or  pres¬ 
sure  of  compressed-oxygen  or  com¬ 
pressed-air  supply,  the  Bureau  of  Mines 
will  test  such  a  gage  for  accuracy  of 
calibration.  A  variation  of  3  atmos¬ 
pheres  (approximately  45  pounds  per 
square  inch)  will  be  allowed  in  compari¬ 
son  with  the  pressure  shown  by  the  Bu¬ 
reau  of  Mines  standard  pressure  gage. 

(m)  (1)  Apparatus  having  a  separate 
pressure-gage  connection  shall  be 
equipped  with  a  valve  to  shut  off  the 
compressed-oxygen  or  compressed-air 
supply  from  the  gage.  The  gage-con¬ 
nection  valve  shall  be  so  placed  that  it 
can  be  manipulsCted  readily  by  the  wearer 
without  interfering  with  the  flow  of  com¬ 
pressed  oxygen  or  compressed  air  from 


the  high-pressure  gas  container  to  the 
circulatory  system  of  the  apparatus. 

(2)  An  oxygen-generating,  self-con¬ 
tained  breathing  apparatus  shall  be 
equipped  with  a  timing  device  that  will 
indicate  accurately  the  number  of  min¬ 
utes  a  person  may  continue  to  wear  the 
apparatus  with  safety. 

(n)  Any  pressure  gage  or  timing  de¬ 
vice  shall  be  so  located  that  it  can  be 
read  easily  by  the  wearer. 

(0)  Apparatus  equipped  with  a  reduc¬ 
ing  valve  giving  a  constant  or  automatic 
flow  of  oxygen  or  air  shall  be  provided 
with  a  bypass  valve  that  will  permit 
compressed  oxygen  or  compressed  air  to 
flow  freely  from  the  high-pressure  gas 
container  to  the  circulatory  system  of  the 
apparatus,  independent  of  the  reducing 
valve. 

(p)  When  the  cofhpressed-oxygen  or 
compressed-air  supply  of  the  apparatus 
is  controlled  by  automatic  devices,  such 
devices  shall  adjust  themselves  readily 
to  the  needs  of  the  wearer. 

(q)  Apparatus  in  which  the  expired 
atmosphere  is  recirculated  and  which  is 
equipped  with  either  a  mouth-breathing 
device  or  a  facepiece  shall  be  provided 
with  an  adequate  saliva  or  moisture  trap 
and  release  valve  at  the  exhalation  side 
of  the  inhalation  and  exhalation  valve 
assembly  and  shall  be  so  designed  that, 
while  the  saliva  or  moisture  trap  and  re¬ 
lease  valve  are  functioning,  any  atmos¬ 
phere  that  may  be  external  thereto 
cannot  be  drawn  into  the  apparatus. 

(r)  Apparatus  equipped  with  a  mouth¬ 
breathing  device  shall  be  provided  with 
a  suitable  nose  clip  properly  attached  to 
the  apparatus.  The  suitability  of  the 
nose  clip  will  be  determined  by  the  tests 
to  which  the  apparatus  will  be  subjected. 

(s)  Self-contained  breathing  appara¬ 
tus  submitted  for  testing  and  approval 
shall  not  weigh  more  than  40  pounds 
when  completely  assembled  and  fully 
charged. 

(t)  Apparatus  equipped  with  a  face- 
piece  shall  meet  the  following  require¬ 
ments; 

(1)  The  facepiece  shall  be  so  con¬ 
structed  as  to  assure  quick,  gastight  fit 
on  persons  of  widely  varying  facial  di¬ 
mensions  and  contours. 

(2)  The  eyepiece(s)  of  the  facepiece 
shall  be  of  the  nonshatter  type  and  be  so 
designed  as  to  provide  a  satisfactory  field 
of  vision  for  persons  of  widely  varying 
facial  dimensions  and  contours.  Air  or 
oxygen  shall  enter  the  facepiece  in  such 
manner  as  will  prevent  excessive  ac¬ 
cumulation  of  moisture  on  the  eye¬ 
piece  (s).  If  fog-preventing  solutions  or 
other  substances  are  applied  to  or  fur¬ 
nished  for  application  to  the  lenses  of  the 
eyepiece (s) ,  such  solutions  or  substances 
shall  be  nonirritating,  odorless,  and 
nonflammable. 

(3)  A  facepiece  shall  be  provided  with 
elastic  headbands  that  are  adjustable  and 
replaceable. 

(4)  If  a  facepiece  is  equipped  with  an 
exhalation  valve,  the  valve  shall  be 
guarded  to  prevent  distortion  and  injury. 

(5)  For  self-contained  breathing  ap¬ 
paratus,  approved  before  the  effective 
date  of  this  part  and  for  which  a  face- 
piece  is  approved  as  supplemental  equip¬ 


ment,  the  facepiece  shall  weigh  not  more 
than  3  pounds  complete  with  inhalation 
and  exhalation  valve  assembly,  breath¬ 
ing  tubes,  and  fittings. 

(6)  A  facepiece  approved  as  supple¬ 
mental  equipment  shall  be  distinctively 
and  permanently  marked  to  identify  it 
as  a  supplemental  part  of  a  specific 
type  of  self-contained  breathing  appa¬ 
ratus. 

§  11.6  Character  and  general  descrip¬ 
tion  of  tests.  (a)  After  the  self- 
contained  breathing  apparatus  to  be 
tested  for  permissibility  has  been  thor¬ 
oughly  Inspected  for  adequacy  of  its 
mechanical  principles,  a  series  of  15  tests 
will  be  made,  as  described  in  §  11.7.  At 
the  beginning  of  the  series  of  tests,  if  a 
high-pressure  gas  container  is  used  on 
the  apparatus,  it  shall  first  be  charged 
with  oxygen  or  air  to  a  pressure  of  10 
atmospheres  (approximately  150  pounds 
per  square  inch)  and  the  oxygen  or  air 
permitted  to  escape  into  the  atmosphere. 
Any  high-pressure  gas  container  used  in 
the  tests  shall  be  fully  charged  at  the  be¬ 
ginning  of  each  test  at  a  pressure  pre¬ 
scribed  by  the  applicant  or  manufacturer 
of  the  apparatus. 

(b)  If  an  apparatus  using  compressed 
oxygen  or  compressed  air  is  equipped 
with  one  or  more  breathing  bags,  the 
breathing  bag  or  bags  shall  be  deflated 
at  the  beginning  of  each  test  to  expel 
any  contained  nitrogen. 

(c)  A  single  test  must  be  continuous, 
without  removal  of  the  apparatus  from 
the  wearer  during  the  test. 

(d)  Samples  of  the  atmosphere  from 
an  apparatus  in  which  the  atmosphere  is 
recirculated  and  which  is  equipped  with 
a  mouth-breathing  device  or  a  facepiece 
shall  be  taken  from  the  inhalation  side 
of  the  circulatory  system  as  near  as  pos¬ 
sible  to  the  mouthpiece  or  facepiece,  as 
the  case  may  be.  Samples  of  the 
atmosphere  from  a  regenerating-  or 
recirculating-type  apparatus  equipped 
with  a  facepiece  also  shall  be  taken  from 
the  interior  of  the  facepiece  as  near  as 
practicable  to  the  nose  and  mouth  of  the 
wearer  of  the  apparatus  and  shall  be 
taken  only  when  the  wearer  is  inhaling. 
Samples  of  the  atmosphere  from  an  ap¬ 
paratus  in  which  the  atmosphere  is  not 
recirculated,  such  as  in  open-circuit 
(demand)  equipment,  and  which  is 
equipped  with  a  mouth-breathing  device 
shall  be  taken  from  the  Inhalation  side 
of  the  apparatus  as  near  as  possible  to 
the  mouthpiece.  Samples  of  the  atmos¬ 
phere  from  an  apparatus  in  which  the 
atmosphere  is  not  recirculated,  such  as 
in  open-circuit  (demand)  equipment, 
and  which  is  equipped  with  a  facepiece 
shall  be  taken  from  the  interior  of  the 
facepiece  as  near  as  practicable  to  the 
nose  and  mouth  of  the  wearer  and  shall 
be  taken  only  when  the  wearer  is  inhal¬ 
ing.  The  first  sample  shall  be  taken 
from  the  source  of  supply  of  compressed 
oxygen  or  compressed  air  immediately 
before  the  beginning  of  the  test.  The 
second  sample  shall  be  taken  after  the 
apparatus  has  been  adjusted  to  the 
wearer  and  compressed  oxygen  or  com¬ 
pressed  air  has  been  turned  on  and  after 
the  wearer  has  inhaled  at  least  three 
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remaining  in  the  container.  The  sched-  - * - - - - - 

ule  of  work  to  be  performed  by  the  wearer  Tests  2,  3,  and  4.  The  work 

of  the  apparatus  in  each  of  the  15  tests  schedule  for  Test  1,  given  in  Table  1,  is  (i)  Tests  10  and  11.  The  work  schedule  for  Test  9,  given  in  Table  3,  ia  repeated 
is  described  in  §  11.7.  repeated  for  each  of  these  tests.  for  each  of  these  tests. 
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(j)  Test  12, 

Table  4 — Duration  of  Specwic  Activities  for  Test  12 


Activity 


Sampling  and  readings . . 

Wearer  walks  at  3  miles  per  hour . 

Buns  at  6  to  8  miles  per  hour . 

Raises  45-pound  weight  6  feet  vertically 

Carries  45-pound  weight  as  indicated... 

Carries  50-pound  weight  over  overcast.. 

Sampling  and  readings . . . 

Walks  at  3  miles  per  hour . 

Carries  50-pound  weight  over  overcast.. 

Raises  45-pound  weight  5  feet  vertically. 

Sampling  and  readings. . 

Walks  at  3  miles  per  hour . 

Raises  45-pound  weight  5  feet  vertically 

Walks  at  3  miles  per  hour . . 

Sampling  and  readings . 

Walks  at  3  miles  per  hour . 

Sampling  and  readings . 


Self-contained  breathing  apparatus 


H-hour  A  type 


2  minutes . 

1  minute . 

300  feet  in  1 

minute. 

30  times  in  2 
minutes, 

200  feet  in  1 
minute. 

2  times  in  4 
minutes, 

2  minutes . 

2  minutes . 

2  times  in  3 
minutes. 

30  times  In  2 
minutes. 

2  minutes _ 

2  minutes . 

30  times  in  2 
minutes. 

2  minutes..... 
2  minutes . 


Ji-hour  B  type 


2  minutes..... 

2  minutes . 

300  feet  in  1 
minute. 

45  times  in  8 
minutes. 

400  feet  in  2 
minutes. 

2  times  in  4 
minutes. 

2  minutes . 

2  minutes . 

6  times  in  0 
minutes. 

45  times  in  3 
minutes. 

2  minutes . 

3  minutes . 

45  times  in  3 

minutes. 

5  minutes _ 

2  minutes _ 


1-hour  O  type 


2  minutes..... 

2  minutes . 

600  feet  in  2 
minutes. 

60  times  in  4 
minutes. 

400  feet  in  2 
minutes. 

4  times  in  8 
minutes. 

2  minutes . 

4  minutes . 

8  times  in  12 
minutes. 

60  times  in  4 
minutes. 

2  minutes . 

4  minutes . 

60  times  in  4 
minutes. 

6  minutes..... 
2  minutes . 


2-hour  D  t3rpe 


2  minutes. 

8  minutes. 

600  feet  in  2 
minutes. 

75  times  in  5 
minutes. 

1,000  feet  in  5 
minutes. 

5  times  in  10 
minutes. 

2  minutes. 

8  minutes. 

10  times  in  15 
minutes. 

75  times  in  6 
minutes. 

2  minutes. 

8  minutes. 

75  times  in  5 
minutes. 

15  minutes. 

2  minutes. 

24  minutes. 

2  minutes. 


Total. 


30  minutes.. 


45  minutes.... 


60  minutes.... 


120  minutes. 


(k)  Tests  13  and  14.  The  work  sched¬ 
ule  for  Test  12,  given  in  Table  4,  is  re¬ 
peated  for  each  of  these  tests. 

(l)  Testis. 


Table  5— Duration  of  Specific  Activities  for  Test  15 


Self-contained  breathing 
apparatus 


H-hour 
A  type 

5i-hour 
B  type 

1-hour 
0  type 

2-hour 

Dtype 

SampUng  and  read* 

Minutes 

Minutes 

Minutes 

Minutes 

tags . 

2 

2 

2 

2 

Wearer  sits  quietly.. 

8 

13 

18 

28 

Sampling  and  read¬ 
ings . 

2 

2 

2 

2 

Wearer  sits  quietly.. 

8 

13 

18 

28 

Sampling  and  read¬ 
ings. . 

2 

2 

2 

2 

0) 

P) 

P) 

P) 

I  Continue  sitting  quietly  and  take  samples  and  read¬ 
ings  at  the  same  listed  intervals  until  the  supply  of 
compressed  oxygen  or  compressed  air  is  exhausted; 
record  the  time  when  the  supply  is  exhausted. 


(m)  Test  15  is  made  to  determine  the 
maximum  length  of  time  that  the  ap¬ 
paratus  will  supply  the  needs  of  the 
wearer  when  in  a  quiescent  state.  The 
wearer  will  remain  as  far  as  possible  in 
a  sitting  posture  throughout  the  test  and 
perform  no  work.  He  will  be  allowed 
to  manipulate  the  devices  controlling 
the  compressed-oxygen  or  compressed- 
air  supply  to  conserve  such  compressed- 
oxygen  or  compressed-air  supply  to  the 
greatest  advantage. 

§  11.8  Approval  of  regenerators,  (a) 
The  Bureau  will,  on  application,  make 
separate  tests,  identical  with  the  fore¬ 
going  tests,  of  regenerators  manu¬ 
factured  for  use  with  any  breathing  ap¬ 
paratus  that  it  has  approved  under  the 
regulations  of  this  part. 

(b)  Regenerators  that  fulfill  the  re¬ 
quirements  of  the  foregoing  tests  will  be 
approved  for  use  only  with  that  particu¬ 
lar  type  of  apparatus  for  which  they  are 
designed  and  that  has  previously  been 
approved  by  the  Bureau. 

§  11.9  Notification  of  approval  or  dis¬ 
approval.  (a)  After  the  Bureau  has 
considered  the  results  of  the  investiga¬ 
tion  and  suitable  drawings  and  specifica- 
No.  185— —6 


tions  have  been  placed  on  file,  it  will  sup¬ 
ply  the  applicant  with  a  formal  written 
notification  of  approval  or  disapproval 
of  the  self-contained  breathing  appara¬ 
tus.  If  the  breathing  apparatus  meets 
all  requirements  of  this  part,  the  notifi¬ 
cation  will  not  be  accompanied  by  test 
data  or  detailed  results  of  tests.  If  the 
apparatus  fails  to  meet  any  requirements 
of  this  part,  the  notification  will  be  ac¬ 
companied  by  details  of  the  failure,  with 
a  view  to  possible  remedying  of  the  de¬ 
fect  or  defects  in  self-contained  breath¬ 
ing  apparatus  submitted  for  testing  and 
approval  in  the  future.  Results  of  tests 
of  self-contained  breathing  apparatus 
that  fail  to  meet  the  requirements  will 
not  be  made  public  by  the  Bureau. 

(b)  When  an  application  for  testing 
an  apparatus  is  received  and  within  a 
period  not  exceeding  10  days  one  or  more 
additional  applications  for  testing  appa¬ 
ratus  are  received  from  sources  different 
from  the  first  application,  the  Bureau 
will  not  announce  approval  of  the  first 
apparatus  unless  approval  can  be  an¬ 
nounced  for  the  other  apparatus  within 
a  period  not  exceeding  the  interval  of 
time  between  receipt  of  the  first  and 
subsequent  applications.  This  exception 
is  contingent  upon  the  apparatus  sub¬ 
mitted  with  each  application  successfully 
meeting  all  of  the  requirements  pre¬ 
scribed  in  this  part.  If  an  apparatus 
does  not  meet  all  of  the  requirements 
prescribed  in  this  part  it  will  not  delay 
announcement  of  approval  of  such  ap¬ 
paratus  as  have  met  the  requirements. 

(c)  When  an  applicant  or  manufac¬ 
turer  receives  formal  notification  of  ap¬ 
proval,  he  shall  be  free  to  advertise  the 
type  of  successfully  tested,  self-contained 
breathing  apparatus  as  “permissible” 
and  to  use  the  approval  inscription  de¬ 
scribed  in  §  11.10. 

§  11.10  Approval  plates  and  markings 
for  permissible  apparatus  and  for  ap¬ 
proved  supplemental  parts,  (a)  Manu¬ 
facturers  of  self-contained  breathing  ap¬ 
paratus  that  has  been  approved  by  the 
Bureau  as  permissible  and  is  to  be  offered 
for  sale  as  such  are  required  to  attach  to 


each  apparatus  a  plate  or  marking  bear¬ 
ing  the  following  inscription: 

Permissible  Breathing  Apparatus,  United 
State  Bureau  of  Mines  Approval  No.  _ _ _ 

(b)  When  a  supplemental  part,  such 
as  a  facepiece,  is  approved  for  use  with 
an  approved  self-contained  breathing 
apparatus,  it  shall  be  plainly  and  per¬ 
manently  marked  to  identify  the  appa¬ 
ratus  for  which  it  is  a  supplemental  part, 
substantially  as  follows: 

U.  S.  B.  M.  Approval  No. _ for  use 

with - Breathing  Apparatus 

(Trade  name) 

U.  S.  B.  M.  Approval  No _ _ 

The  inscription  shall  be  stamped,  cast,  or 
molded  into  the  supplemental  part  of  the 
breathing  apparatus  or  shall  be  on  a 
plate  attached  to  the  supplemental  part. 

§  11.11  Changes  subsequent  to  ap¬ 
proval.  All  approvals  are  granted  with 
the  understanding  that  the  manufac¬ 
turer  will  make  the  approved  self-con¬ 
tained  breathing  apparatus  according  to 
final  drawings  and  specifications  sub¬ 
mitted  to  the  Bureau.  Therefore,  before 
making  any  change  in  an  approved  ap¬ 
paratus,  the  manufacturer  shall  first 
obtain  the  Bureau’s  approval  of  the 
change.  This  procedure  is  as  follows: 

(a)  The  manufacturer  shall  write  to 
the  Central  Experiment  Station,  Bureau 
of  Mines,  4800  Forbes  Street,  Pittsburgh 
13,  Pa.,  requesting  an  extension  of  the 
original  approval  and  stating  the  change 
or  changes  desired.  He  shall  send  2  sets 
of  revised  drawings  and  specifications 
showing  the  changes  in  detail,  and  1 
each  of  the  apparatus  parts  affected  to 
the  Central  Experiment  Station. 

(b)  The  Bureau  will  consider  the  ap¬ 
plication  and  inspect  the  drawings  and 
parts  to  determine  whether  it  will  be 
necessary  to  make  tests. 

(c)  If  tests  are  unnecessary,  the  appli¬ 
cant  will  be  notified  formally  by  the 
Bureau  of  the  approval  or  disapproval  of 
the  change. 

(d)  If  tests  are  necessary,  the  appli¬ 
cant  will  be  notified  of  the  fee  and  mate¬ 
rial  required. 

§  11.12  Withdrawal  of  approval.  The 
Bureau  reserves  the  right  to  rescind  for 
cause  any  approval  granted  under  the 
regulations  of  this  part. 

[F.  R.  Doc.  56-7621;  Filed,  Sept.  21,  1956; 
8:46  a.m.] 


TITLE  32— NATIONAL  DEFENSE 

Chapter  V — Department  of  the  Army 

Subchapter  E — Organized  Reserves 
Part  561 — ^Army  Reserve 

APPOINTMENTS 

Sections  561.2-561.8,  561.13,  561.14, 
561.16,  561.17,  561.19  and  561.20  are  re¬ 
vised,  and  §§  561.9,  561.10,  and  561.21  are 
added,  as  follows: 

§  561.2  Purpose.  The  regulations  of 
§§  561.2  to  561.21  provide  a  basis  for  the 
systematic  procurement  of  male  and  fe¬ 
male  Reserve  commissioned  officers  for 
service  in  the  Army  Reserve  and  estab¬ 
lish  the  requirements  and  procedures  for 
appointment. 
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RULES  AND  REGULATIONS 
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§561.3  Procurement.  Procurement  of 
Reserve  commissioned  officers  for  service 
in  the  Army  Reserve  will  be  from  the  fol¬ 
lowing  sources: 

(a)  Former  officers  of  any  component 
of  the  Armed  Forces  of  the  United  States 
and  former  officers  of  the  Army  of  the 
United  States,  without  component 
(§  561.14). 

(b)  Qualified  warrant  officers  and 
noncommissioned  officers  of  the  Army 
who  are  in  the  active  military  service  and 
qualified  Reserve  enlisted  members  and 
^serve  warrant  officers  of  the  Army. 

(c)  Professional  and  technical  person¬ 
nel. 

(1)  For  the  Chaplains  Branch 
(§  561.16). 

(2)  For  The  Judge  Advocate  General’s 
Corps  Branch  (§561.17). 

(3)  For  the  Women’s  Army  Corps 
Branch  (§  561.19). 

(4)  For  the  Army  Medical  Service 
Branches.  See  §  561.18. 

(5)  For  the  Civil  Affairs/Military  Gov¬ 
ernment  Branch  (§  561.21). 

(6)  For  the  Staff  Specialist  Branch. 

(7)  For  other  professional  and  tech¬ 
nical  personnel  (§561.20). 

(d)  Graduates  of  Senior  ROTC  Units. 

(e)  Graduates  of  officer  candidate 
schools. 

§  561.4  Members  of  reserve  compo^ 
nents  of  other  Armed  Forces  and  Publio 
Health  Service,  (a)  Appointments  may 
be  tendered  to  members  of  the  reserve 
components  of  the  Air  Force,  Navy, 
Marine  Corps,  Coast  Guard,  or  the  Pub¬ 
lic  Health  Service  who  are  not  on  active 
duty  with  their  parent  Armed  Force  or 
service  if  consent  has  been  obtained  by 
such  member  from  his  parent  Armed 
Force  or  service  for  separation  there¬ 
from  prior  to  acceptance  of  appointment 
as  a  Reserve  officer  of  the  Army. 

(b)  Officers  of  the  Air  Force  Reserve 
who  are  on  any  retired  list  of  the  Army 
(other  than  the  OffiCwis  Honorary  Re¬ 
tired  Lis ;)  may  he  appointed  In  the  same 
grade  he  d  *jie  Air  Force  Reserve.  If 
such  officer  is  in  the  Air  Force  Retired 
Reserve,  he  may  be  appointed  and  con¬ 
currently  transferred  to  the  Retired 
Reserve  of  the  Army  Reserve.  Appoint¬ 
ments  imder  this  paragraph  may  be 
made  without  regard  to  physical  qualifi¬ 
cations,  vacancy,  age,  or  examination  by 
a  board  of  officers. 

§  561.5  Availability.  Appointments 
are  tendered  with  the  expectation  that 
the  person  appointed  will  be  available  for 
service  in  the  event  of  emergency  or  mo¬ 
bilization.  Applicants  must  have  full 
knowledge  of  tois  requirement  when  sub¬ 
mitting  applications  for  appointment. 

§  561.6  Ineligibles.  The  following  per¬ 
sons  are  not  eligible  for  appointment: 

(a)  Conscientious  objectors,  except 
that  waiver  will  be  granted  by  the  ap¬ 
pointing  authority  in  cases  of  those  who 
by  reason  of  religious  training  and  belief 
are  conscientiously  opposed  to  combat¬ 
ant  training  and  service  in  the  Armed 
Forces  but  who  volunteer  for  noncom¬ 
batant  service  in  the  Chaplains  Branch 
and  the  branches  of  the  Army  Medical 
Service  except  the  Veterinary  Corps, 
with  concurrent  call  to  active  duty. 
Such  persons  will  be  required  to  certify 


to  their  conscientious  objection  to  com¬ 
batant  service  and  their  willingness  to 
perform  full  and  unqualified  military 
medical  service  or  services  as  a  Chaplain, 
as  aw>ropriate.  A  former  conscientious 
objector  who  is  applying  for  the  Veter¬ 
inary  Corps  Of  other  branch  not  men¬ 
tioned  in  this  paragraph  will  be  required 
to  furnish  an  affidavit  expressing  his 
abandonment  of  such  beliefs  and  prin¬ 
ciples  so  far  as  they  pertain  to  his  im- 
willingness  to  bear  arms  and  to' give  full 
and  unqualified  military  service  to  the 
United  States. 

(b)  Those  who  have  a  record  of  con¬ 
viction  by  any  type  of  military  or  civil 
court  for  other  than  a  minor  traffic  vio¬ 
lation.  The  area  commander  may  grant 
waivers  for  conviction  for  minor  viola¬ 
tions  which  are  nonrecurrent  and  which 
are  not  deemed  prejudicial  to  perform¬ 
ance  of  duty  as  an  officer.  Waivers  in 
the  case  of  any  individual  who  has  been 
convicted  of  a  crime  Involving  moral 
turpitude  will  be  granted  only  by  the 
Department  of  the  Army.  All  requests 
for  waivers  will  be  submitted  with  appli¬ 
cations  and  evaluated  in  connection  with 
the  National  Agency  Cjheck. 

(c)  Those  dropped  from  the  rolls  of 
the  Army  and  those  who  have  been  or 
are  being  relieved  from  active  duty  or 
separated  from  the  service  for  one  of  the 
following  reasons: 

(1)  Under  other  than  honorable  cc«i- 
ditions,  except  as  provided  in  paragraph 
(1)  of  this  section. 

(2)  For  unsatisfactory  service. 

(3)  By  reason  of  resignation  in  lieu 
of  court  martial,  reclassification,  any 
form  of  corrective  or  disciplinary  action, 
or  elimination  for  the  good  of  the  service. 

(4)  Having  been  passed  over  twice  for 
promotion,  or  otherwise  discharged  be¬ 
cause  of  failure  to  be  promoted  to  a 
higher  grade. 

(5)  Having  been  separated  from  any 
component  of  any  of  the  Armed  Forces 
of  the  United  States  as  a  security  risk 
or  for  other  than  security  reasons  while 
undergoing  investigation. 

(6)  For  failure  to  maintain  eligibility 
for  retention  in  an  active  reserve  status 
except  that  after  the  elapse  of  1  year,  if 
conditions  which  contributed  to  inability 
to  maintain  such  eligibility  are  changed, 
the  individual  may  be  considered  for  ap¬ 
pointment,  if  the  obstacles  to  active  par¬ 
ticipation  have  been  removed.  The  bur¬ 
den  of  establishing  the  fact  that  there 
was  a  valid  reason  to  prevent  his  partici¬ 
pation  with  the  reserve  forces  and  that 
such  reason  has  been  removed,  rests  on 
the  individual  and  he  will  be  required  to 
state  clearly  that  he  will  actively  partici¬ 
pate  if  reappointed. 

(d)  Those  who  are,  or  have  been,  mem¬ 
bers  of  any  foreign  or  domestic  organiza¬ 
tion,  association,  movement,  group,  or 
combination  of  persons  advocating  a  sub¬ 
versive  policy  or  seeking  to  alter  the 
form  of  Government  of  the  United  States 
by  unconstitutional  means',  and  whose 
case  has  not  been  adjudicated  favorably 
by  the  Department  of  the  Army. 

(e)  Members  of  the  Regular  com¬ 
ponent  of  the  Navy,  Air  Force,  Marino 
Corps,  Coast  Guard,  Public  Health  Serv¬ 
ice,  or  the  Coast  and  Geodetic  Survey, 
Including  those  listed  on  the  retired  lists. 


See  §  561.4  regarding  members  of  the  re¬ 
serve  components  of  the  other  Armed 
Forces. 

(f)  Cadets,  United  States  Military 
Academy;  cadets.  United  States  Air  Force 
Academy;  midshipmen.  United  States 
Naval  Academy;  and  cadets.  United 
States  Coast  Guard  Academy. 

(g)  Those  who  are  in  the  military 
service  of  a  foreign  government,  or  those 
employed  by  a  foreign  government  unless 
approval  is  obtained  from  the  Depart¬ 
ment  of  the  Army. 

(h)  Active  or  retired  officers  of  the 
Regular  Army. 

(i)  Retired,  warrant  officers  and  re¬ 
tired  enlisted*  personnel  of  the  Regular 
Army,  except  that  such  personnel  who 
are  former  commissioned  officers  may  be 
considered  for  appointment  as  Reserve 
commissioned  officers. 

(j)  Female  personnel  who  have  any 
legal  or  other  responsibility  for  the  cus¬ 
tody,  control,  care,  maintenance,  or  sup¬ 
port  of  any  child  or  children,  including 
step-children  or  foster  children  under  18 
years  of  age. 

(k)  Applicants  will  not  be  eligible 
whose  appointment  would  cause  them  to 
hold  simultaneously  more  than  one  re¬ 
serve  status.  This  does  not  preclude  ap¬ 
pointment  when  separation  from  the 
current  reserve  status  can  be  accom¬ 
plished.  For  example,  a  reservist  on  ac¬ 
tive  duty  as  such  cannot  be  separated 
from  his  current  status  as  long  as  he 
is  to  remain  on  active  duty  in  that  status. 
His  appointment  to  another  reserve 
status  will  not  be  made  unless  he  is  to 
be  placed  on  active  duty  imder  the  new 
reserve  status. 

(l)  An  individual  whose  discharge, 
upon  appeal  under  section  301,  act  22 
June  1944  (58  Stat.  286;  38  U.  S.  C.  693h) , 
was  changed  to  separation  “under  hon¬ 
orable  conditions’’  is  not  eligible  for  ap¬ 
pointment  solely  because  of  such  change, 
since  the  action  characterizing  the  serv¬ 
ice  as  honorable  is  determinative  only 
of  the  type  or  nature  of  the  discharge. 
Appointment  will  be  tendered  or  refused, 
based  upon  the  facts  and  merits  of  the 
Individual  case,  after  examination  and 
evaluation  of  the  entire  record  of  prior 
service.  Appointment  will  not  be  made 
until  verification  of  the  applicant’s  eligi¬ 
bility  for  such  appointment  and  approval 
thereof  have  been  received  from  The 
Adjutant  General. 

(m)  Those  individuals  denied  retired 
pay  or  annuities  under  the  act  of  1  Sep¬ 
tember  1954  (68  Stat.  1142). 

§  561.7  Foreign  residence.  United 
States  citizens  who  reside  in  a  foreign 
country  are  eligible  for  appointment  if 
they  meet  one  of  the  following  require¬ 
ments: 

(a)  Reside  in  a  country  in  which  the 
United  States  has  troops  stationed  and 
with  the  consent  of  the  country  con¬ 
cerned. 

(b)  Reside  in  a  country  in  which  the 
United  States  is  furnishing,  at  the  time, 
a  military  mission,  advisory  group,  or  a 
similar  group  of  military  personnel. 

(c)  Are  employed  by  the  United  States 
Government  and  are  on  duty  with  an  em¬ 
bassy,  legation,  or  consular  office  of  the 
United  States  Government. 
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(d)  Can  furnish  evidence  of  having  ob¬ 
tained  the  official  consent  of  the  country 
in  which  they  reside  to  accept  appoint¬ 
ment  as  a  Reserve  officer  in  the  Army  of 
the  United  States;  application  for  such 
consent  will  be  made  through  diplomatic 
channels. 

(e)  Reside  in  an  occupied  area. 

§  561.8  Eligibility.  The  following  are 
basic  requirements  for  appointment  as 
Reserve  commissioned  officers  for  service 
in  the  Army  Reserve. 

(a)  Minimum  age  requirements.  (1) 
Male  applicants  must  be  at  least  18  years 
of  age  for  initial  appointment. 

(2)  Female  applicants  must  be  at 
least: 

(1)  20  years  of  age  for  initial  appoint¬ 
ment  for  assignment  to  the  Women’s 
Army  Corps  branch. 

(ii)  21  years  of  age  for  initial  appoint¬ 
ment  for  assignment  to  other  branches. 

(b)  Branch  assignment  restrictions  for 
males  and  females.  (1)  Female  appli¬ 
cants  for  appointment  as  Reserve  com¬ 
missioned  officers  are  eligible  for  assign¬ 
ment  in  the  following  branches  only: 
Army  Nurse  Corps,  Dental  Corps,  Medical 
Corps,  Veterinary  Corps,  Medical  Service 
Corps,  Army  Medical  Specialist  Corps, 
and  Women’s  Army  Corps. 

(2)  Male  applicants  are  not  eligible  for 
assignment  in  the  Women’s  Army  Corps. 

(c)  Citizenship  requirements.  (1)  A 
male  applicant  must  be  a  citizen  of  the 
United  States,  its  territories,  or  posses¬ 
sions,  or  have  made  a  declaration  of 
Intention  to  become  a  citizen  thereof, 
except  that  a  noncitizen,  other  than  an 
applicant  for  a  commission  in  the  Army 
Nurse  Corps  or  Army  Medical  Specialist 
Corps,  who  had  prior  service  in  the 
Armed  Forces  of  the  United  States  or 
who  is  serving  in  the  active  military 
service  of  the  Army  is  eligible  for  ap¬ 
pointment  subject  to  the  following  re¬ 
quirements: 

(1)  Must  be  residing  or  serving  in  the 
Army,  within  the  continental  United 
States. 

(ii)  Must  lawfully  have  entered  the 
United  States  for  permanent  residence, 
except  that  an  individual  in  the  active 
military  service  of  the  Army  who  entered 
such  service  outside  the  United  States 
and  was  ordered  to  the  United  States  by 
competent  authority  for  military  duty  is 
exempt  from  this  requirement. 

(iii)  Must  not  be  barred  from  citizen¬ 
ship  by  reason  of  having  applied  for  and 
having  been  relieved  or  discharged  from 
the  Armed  Forces  by  reason  of  alienage. 

(2)  A  female  applicant  must  be  a  citi¬ 
zen  of  the  United  States,  its  territories, 
or  possessions,  except  that  for  assign¬ 
ment  to  the  Army  Nurse  Corps  and  Army 
Medical  Specialist  Corps  an  individual 
who  has  made  a  declaration  of  intent  to 
become  a  citizen  of  the  United  States  is 
eligible. 

(d)  Mental  requirements.  Applicant 
will  be  administered  the  Armed  Forces 
Qualification  Test  AFQT-1  or  -2,  by  the 
examining  board,  and  must  achieve  a 
percentile  score  of  74  or  higher  thereon 
except  for  the  following: 

(1)  Those  who  have  a  previously  re¬ 
corded  standard  score  of  115  or  higher 
on  AFQT-1  or  -2,  the  Army  General  Clas¬ 
sification  Test  (AGCT),  the  general 
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classification  test  (GCT) ,  Aptitude  Area 
I,  or  General  Technical  Aptitude  Area 
(GT). 

(2)  Those  who  have  evidence  of  satis¬ 
factory  completion  of  120  credit  hours  at 
a  nationally  or  regionally  accredited  col¬ 
lege  or  university. 

(3)  Former  officers  and  warrant 
officers. 

(4)  Applicants  for  appointment  for 
assignment  to  the  Army  Nurse  Corps  and 
Army  Medical  Specialist  Corps. 

(e)  Educational  requirements.  (1) 
Each  applicant  must  be  a  graduate  of  a 
high  school  or  school  of  similar  level,  or 
must  pass  the  General  Educational  De¬ 
velopment  Test  (high  school  level  or 
higher)  of  the  United  States  Armed 
Forces  Institute.  Additional  educational 
requirements  for  various  branches  are 
shown  as  special  requirements  under  the 
governing  sections  or  regulations. 

(2)  Demonstrated  understanding  of, 
and  proficiency  in  the  English  language 
is  a  prerequisite  for  appointment.  For¬ 
eign  born  applicants  whose  mother 
tongue  is  other  than  English  will  be 
carefully  examined  by  the  board  to  in¬ 
sure  that  their  command  of  the  EInglish 
language  is  sufficient  to  enable  them  to 
understand  the  necessary  technical  in¬ 
formation. 

(f)  Moral  requirements.  Each  appli¬ 
cant  must  have  high  moral  character 
and  personal  qualifications. 

(g)  Leadership  requirements.  Each 
applicant  must  have  qualifications  for 
potential  leadership  and  ability  to  deal 
with  people.  Such  qualifications  may  be 
evaluated  in  terms  of  such  factors  as 
the  applicant’s  background  and  ex¬ 
perience. 

§  561.9  Limitations  on  appointments. 
(a)  Appointments  will  be  limited  to  those 
necessary  to: 

(1)  Fill  existing  vacancies  in  the 
Ready  Reserve  troop  program  units  when 
there  are  no  qualified  officers  of  appro¬ 
priate  or  lower  grade  available  to  fill 
such  vacancies.  For  assignment  to  the 
WAG  Branch  under  §  561.19,  appoint¬ 
ment  to  fill  such  vacancies  will  be  made 
only  when: 

(1)  The  applicant  is  considered  quali¬ 
fied  to  perform  the  normal  duties  of  the 
position  vacancy. 

(ii)  Assignment  of  WAG  personnel  is 
authorized  by  AR  140-140  (Army  regu¬ 
lations  pertaining  to  assignments  and 
attachments) . 

(2)  Fill  mobilization  designation  posi¬ 
tion  vacancies  within  authorized  ceil¬ 
ings  when  the  individual  has  been  ap¬ 
proved  by  the  ID  proponent  agency  for 
designation  to  fill  such  position. 

(3)  Meet  the  need  for  officers  for  ac¬ 
tive  duty  wh6n  qualified  Reserve  officers 
are  not  available. 

(4)  Meet  the  need  for  Ready  Reserve 
reinforcements  under  quotas  announced 
by  The  Adjutant  General,  subject  to  the 
following: 

(i)  For  officers,  former  officers  and. 
professional  and  technical  personnel, 
appointments  for  Ready  Reserve  rein¬ 
forcements  will  not  be  made  in  grade 
above  captain. 

(ii)  Appointments  for  WAG  branch 
assignment  under  §  561.19  will  not  be 
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made  for  Ready  Reserve  reinforce¬ 
ments. 

(b)  The  restrictions  in  paragraph  (a) 
of  this  section  do  not  apply  to  warrant 
officers  and  enlisted  personnel  in  the 
active  military  service  of  the  Army,  or 
to  a  Reserve  officer  in  a  grade  above 
colonel  who  ceases  to  occupy  a  position 
commensurate  with  his  grade  and  who 
upon  discharge  applies  for  appointment 
in  the  grade  held  as  a  Reserve  officer 
prior  to  appointment  in  a  general  officer 
grade. 

§  561.10  Vacancies,  active  duty  quotas, 
and  submission  of  applications,  (a)  In¬ 
dividuals  interested  in  appointment  may 
secure  information  from  chiefs  of  mili¬ 
tary  districts,  senior  army  advisors  or 
unit  commanders.  Information  regard¬ 
ing  quotas  for  active  duty  may  be  secured 
from  the  appropriate  area  commander. 

(b)  Applications  for  appointment  will 
be  submitted  to  the  area  commander  in 
whose  jurisdiction  the  applicant  is  re¬ 
siding,  or  in  case  of  personnel  on  active 
duty  with  the  Army,  to  the  area  com¬ 
mander  in  whose  jurisdiction  they  are 
serving,  through  channels  as  indicated 
or  through  the  comparable  responsible 
officer  in  oversea  commands. 

§  561.13  Applications  and  allied  pa¬ 
pers.  Blank  forms  may  be  obtained  from 
any  Army  Reserve  adviser,  the  chief  of 
any  military  district,  or  commanding 
officer  of  any  military  installation. 

§  561.14  Appointment  of  officers  and 
former  officers  as  reserve  commissioned 
officers — (a)  General.  (1)  Officers  and 
former  officers  who  meet  the  require¬ 
ments  of  §§  561.2  to  561.9  may  apply  un¬ 
der  this  section  for  appointment  as  Re¬ 
serve  commissioned  officers  of  the  Army 
based  upon  their  prior  service.  Appli¬ 
cations  will  be  processed  in  accordance 
with  §561.10. 

(2)  Appointments  under  this  section 
will  not  be  in: 

(i)  General  officer  grades. 

(ii)  Ghaplains  branch. 

(iii)  Judge  Advocate  General’s  Gorps 
branch. 

(iv)  Army  Medical  Service  branches. 

(V)  Givil  Affairs/Military  Government 

branch. 

(b)  Grades  for  appointment  and  per¬ 
sonnel  eligible.  (1)  The  following  per¬ 
sonnel,  if  otherwise  qualified,  may  be  ap¬ 
pointed  in  grades  as  indicated,  subject 
to  the  limitations  contained  in  subpara¬ 
graphs  (2)  and  (3)  of  this  paragraph 
and  in  §  561.9. 

(i)  Former  commissioned  officers  of 
the  Regular  Army,  the  Officers’  Reserve 
Gorps,  the  Army  Reserve,  the  National 
Guard  of  the  United  States,  and  the 
Army  of  the  United  States  without  com¬ 
ponent,  in  highest  grade  satisfactorily 
held,  or  in  the  last  grade  held  if  reduced 
from  a  higher  grade  under  the  provisions 
of  AR  605-200  (Army  regulations  per¬ 
taining  to  demotion  and  elimination), 
reclassification  proceedings,  or  similar 
action  (subdivision  (v)  of  this  subpara¬ 
graph). 

(ii)  Former  commissioned  officers  of 
the  United  States  Navy,  the  United 
States  Air  Force,  the  United  States  Ma¬ 
rine  Gorps,  the  United  States  Goast 
Guard,  and  the  United  States  Public 
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Health  Service,  including  reserve  and  (c)  Maximum  ages.  Applicants  must  eluding  the  Army,  who  have  had  no  serv- 
temporary  officers  thereof,  in  the  Army  not  have  reached  the  birthday  shown  Ice  as  chaplains  may  be  appointed  in  a 
grade  comparable  to  the  last  grade  held  below  prior  to  appointment  in  grade  in-  grade  not  above  that  of  captain. 


by  them. 

(iii)  Officers  of  reserve  components  of 
other  Armed  Forces  of  the  United  States, 
and  United  States  Public  Health  Service, 
In  the  Army  grade  comparable  to  the  last 
grade  held  by  them. 

^iv)  Former  second  lieutenants  who 
upon  appointment  would  be  eligible  for 
promotion  to  first  lieutenant  will  be  ap¬ 
pointed  as  first  lieutenants. 

(V)  Former  officers  who  were  dis¬ 
charged  as  Reserve  officers  of  the  Army 
In  the  grade  of  second  lieutenant  because 
of  failure  to  qualify  for  promotion  may 
be  appointed  only  for  vacancies  Indicated 
in  §  561.9  (a)  (1).  Upon  appointment  as 
a  second  lieutenant  such  officers  will  be 
credited  with  2  years’  service  in  an  active 
status  in  accordance  with  paragraph  5a, 
AR  135-155  (Army  regulations  pertain¬ 
ing  to  promotion  of  commissioned  offi¬ 
cers).  If  again  discharged  because  of 
failure  to  qualify  for  promotion  such 
officer  will  not  be  eligible  for  appoint¬ 
ment. 

(Vi)  Officers  and  former  officers  of  the 
Army  Reserve  whose  5-year  term  ap¬ 
pointments  have  or  have  not  expired 
will  be  tendered  indefinite  term  appoint¬ 
ments  in  the  grade  currently  held,  or 
highest  grade  satisfactorily  held  if  a  for¬ 
mer  officer,  under  the  following  condi¬ 
tions: 

(a)  Officers  currently  holding  5-year 
appoinUnents  who,  having  been  tendered 
appointment  for  an  indefinite  term  de¬ 
clined  to  accept,  will  be  tendered  an  in¬ 
definite  term  appointment  between  120 
to  90  days  prior  to  expiration  of  his 
5-year  appointment,  if  otherwise  eligible. 

(b)  Former  officers  discharged  from 
their  6-year  appointment  because  of  ex¬ 
piration  thereof,  may  be  appointed  if 
otherwise  eligible,  without  formal  appli¬ 
cation,  board  action,  physical  examina¬ 
tion  except  a  certificate  by  the  individual 
of  physical  condition,  or  vacancy,  if  it  is 
determined  that  discharge  was  effected 
because  of  Inability  to  complete  indefi¬ 
nite  term  appointment  processing  due  to 
mitigating  circumstances  beyond  control 
of  commanders  or  officers  concerned. 
Retroactive  appointments  are  not  au¬ 
thorized. 

(c)  Officers  and  former  officers  indi¬ 
cated  in  (a)  and  (b)  of  this  subdivision 
will  not  be  tendered  indefinite  term  ap¬ 
pointments  imless  they  are  qualified 
imder  security,  loyalty  and  suitability 
standards,  including  execution  of  DD 
Form  98  and  a  favorable  National 
Agency  Check. 

(2)  The  following  are  restricted  to  the 
grades  indicated: 

(i)  Male  officers.  Up  to  and  includ¬ 
ing  colonel. 

(ii)  Women’s  Army  Corps.  Up  to 
and  including  lieutenant  colonel,  except 
that  a  former  director  of  the  WAC  may 
be  appointed  in  the  grade  of  colonel. 

(3)  The  grades  in  which  appointed  to 
fill  vacancies  in  troop  program  units  or 
mobilization  designations  (§  561.9)  will 
not  exceed  the  grades  authorized  in  sub- 
paragraph  (1)  of  this  paragraph,  and 
will  not  be  higher  than  that  authorized 
for  the  position  to  be  filled. 


dicated,  except  that  age  limits  may  bo 
Increased  by  an  amount  not  to  exceed 
length  of  previous  service  in  the  grade 
in  which  appointment  is  authorized  but 
such  Increase  is  not  authorized  if  the 
applicant  would  have  less  than  2  years 
to  serve  before  being  removed  from  an 
active  status.  Previous  service  includes 
active  duty  in  the  Army,  in  the  federally 
recognized  National  Guard,  and/or 
active  reserve  status. 


Grade:  Age 

Second  lieutenant _  28 

First  lieutenant _  33 

Captain _ 39 

Major _ 48 

Lieutenant  colonel _ 51 

Colonel _ 55 


(d)  Branches.  Except  as  provided  in 
paragraph  (a)  (2)  of  this  section,  ap¬ 
pointments  under  this  section  will  be 
made  for  assignment  in  the  branches 
listed  in  §  561.1,  subject  to  the  following: 

(1)  Former  commissioned  officers  of 
any  of  the  Armed  Forces  of  the  United 
States  on  active  duty  in  the  Army  in  a 
warrant  officer  or  enlisted  status,  if  qual¬ 
ified,  will  be  given  the  option  of  accept¬ 
ing  appointment  for  assignment  in  the: 

(1)  Branch  in  which  they  have  been  as¬ 
signed  or  detailed,  provided  they  are 
qualified  therefor,  or 

(ii)  Branch  in  which  they  have  for¬ 
merly  held  an  appointment,  or 

(iii)  Staff  Specialist  branch  If  they 
meet  the  requirements  set  forth  in  SR 
140-5-3  (special  regulations  pertaining 
to  Staff  Specialist  branch) . 

(2)  For  qualified  applicants  who  are 
not  on  actvie  duty,  the  branches  for  as¬ 
signment  will  be  determined  by  their 
qualifications  and  the  vacancies  which 
they  are  to  fill  (§  561.9)  or  in  accordance 
with  subparagraph  (1)  of  this  paragraph. 

§  561.16  Appointment  as  Reserve  com- 
missioned  officers  of  the  Army  for  assign¬ 
ment  to  the  Chaplains  Branch — (a) 
General.  (This  section  prescribes  the 
special  requirements  and  procedures  for 
the  appointment  of  qualified  individuals 
as  Reserve  officers  of  the  Army  for  as¬ 
signment  to  the  Chaplains  Branch,  Army 
Reserve.  Sections  561.2-561.10  will  apply 
except  as  otherwise  provided  in  this  sec¬ 
tion. 

(b)  Grade.  Appointments  under  this 
section  will  not  be  made  in  the  grade  of 
second  lieutenant  except  as  provided  in 
subparagraph  (3)  of  this  paragraph  or 
in  general  officer  grades. 

(2)  Appointment  of  qualified  individ¬ 
uals  may  be  made  in  grades  as  follows: 

(i)  Applicants  who  have  had  no  prior 
commissioned  service  will  be  appointed 
initially  in  the  grade  of  first  lieutenant 
only. 

(ii)  Former  chaplains  of  any  of  the 
Armed  Forces  of  the  United  States  other 
than  the  Army  may  be  appointed  in  a 
grade  corresponding  to  the  last  grade 
held. 

(iii)  Former  chaplains  of  any  compo¬ 
nent  of  the  Army  or  of  the  Army  of  the 
United  States  without  component  may 
be  appointed  in  the  highest  grade  held. 

(iv)  Former  officers  of  any  of  the 
Armed  Forces  of  the  United  States,  in- 


(v)  Chaplains  of  reserve  components 
of  other  Armed  Forces  of  the  United 
States  may  be  appointed  in  a  grade  cor¬ 
responding  to  the  last  grade  held. 

(3)  Within  authorized  quotas  quali¬ 
fied  individuals  who  meet  the  require¬ 
ments  in  paragraph  (c)  (3)  of  this 
section  may  be  appointed  as  Reserve  of¬ 
ficers  of  the  Army  in  the  grade  of  second 
lieutenant  and  with  assignment  to  the 
Staff  Specialist  Branch  until  such  time 
as  they  become  eligible  for  assignment 
to  the  Chaplains  branch.  An  individual 
so  appointed  will  be  credited  with  an 
amount  of  service  in  an  active  status 
equal  to  3  years  less  whatever  period  it 
is  anticipated  will  be  required  for  him 
to  become  eligible  for  assignment  to  the 
Chaplains  branch. 

(c)  Special  requirements.  (1)  Appli¬ 
cants  with  prior  service  as  chaplains  in 
any  of  the  Armed  Forces  of  the  United 
States  must  meet  the  requirements  in 
subparagraph  (2)  (ii)  and  (iii)  of  this 
paragraph. 

(2)  Applicants  for  initial  appointment 
in  the  grades  above  second  lieutenant 
and  former  officers  who  have  had  no 
prior  service  as  chaplains  must  meet  the 
following  requirements: 

(i)  Education,  (a)  Applicants  must 
possess  a  consolidated  transcript  of  120 
semester  hours  of  undergraduate  credit 
obtained  at  a  recognized  college  or  uni¬ 
versity,  and  a  consolidated  transcript  of 
90  semester  hours  of  credit  obtained  at 
a  recognized  theological  school  or  equiv¬ 
alent  credits  in  the  fields  of  religion  and 
the  social  sciences  performed  in  a  rec¬ 
ognized  university  or  other  graduate 
school.  The  Secretary  of  the  Army  will 
consider  requests  for  waiver  of  the  grad¬ 
uate  requirement  upon  specific  recom¬ 
mendation  of  the  Chief  of  Chaplains. 

(b)  A  senior  seminary  student  of  a 
recognized  theological  school  who  de¬ 
sires  appointment  and  call  to  active  duty 
is  not  required  to  have  completed  grad¬ 
uate  study  as  described  above  at  the  time 
of  application,  which  may  be  initiated 
120  days  prior  to  graduation  and  ordina¬ 
tion,  but  must  submit  transcripts  of 
graduate  work  at  the  theological  school 
which  will  Include  seminary  courses  or  a 
statement  of  the  r^istrar  of  the  hours 
earned  to  date  of  application  and  also 
the  hours  which  will  be  credited  upon 
completion  of  the  school  year.  The  De¬ 
partment  of  the  Army  will  verify  suc¬ 
cessful  completion  of  graduate  study 
prior  to  appointment. 

(ii)  Maximum  ages,  (a)  Applicants 
must  not  have  reached  the  birthday  in¬ 
dicated  below  prior  to  appointment  in 
the  grade  indicated.  (For  grade  of  sec¬ 
ond  lieutenant  see  subparagraph  (3) 
(V)  of  this  paragraph.) 


Grade:  Age 

First  lieutenant _ ... _  33 

Captain _ ..... _ 39 

Major .  48 

Lieutenant  colonel _ 51 

Colonel  _ ...... _  55 


(b)  Age  limits  shown  in  (a)  of  this 
subdivision  may  be  Increased  for  former 
officers  of  any  component  of  the  Army 
and  of  the  ^my  of  the  United  States 
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without  component  by  an  amount  not  to 
exceed  previous  length  of  service  in  the 
grade  in  which  appointment  is  author¬ 
ized,  except  that  such  increase  is  not 
authorized  if  the  applicant  would  have 
less  than  2  years  to  serve  before  being  re¬ 
moved  from  an  active  status. 

(c)  The  secretary  of  the  Army,  upon 
recommendation  of  the  Chief  of  Chap¬ 
lains,  will  consider  granting  waiver  of 
age  limitation  for  initial  appointment 
and  concurrent  active  duty  in  the  grade 
of  first  lieutenant  for  certain  individuals 
who  have  not  attained  their  39th  birth¬ 
day  and  who  are  otherwise  qualified. 

(iii)  Ecclesiastical  indorsement.  Ap¬ 
plicants  must  present  an  ecclesiastical 
indorsement  from  their  recognized  de¬ 
nominational  indorsing  agency  certify¬ 
ing  that  the  applicant  is  accredited  by 
and  in  good  standing  in  a  recognized 
religious  denomination  or  organization; 
that  he  is  fully  ordained  or  accredited 
priest,  rabbi,  or  minister  of  religion;  that 
he  is  actively  engaged  in  the  pursuit  of 
his  religious  vocation,  and  that  he  is  rec¬ 
ommended  as  being  qualified  spiritually, 
intellectually,  and  emotionally  for  the 
Army  Chaplaincy.  In  lieu  of  ecclesias¬ 
tical  Indorsement,  senior  theological 
students  who  desire  active  duty  may  sub¬ 
mit  a  conditional  ecclesiastical  indorse¬ 
ment  from  their  respective  denomina¬ 
tional  agency  indicating  that  they  re¬ 
ceive  full  indorsement  upon  ordination 
(subdivision  (i)  (b)  of  this  subpara¬ 
graph).  The  Department  of  the  Army 
will  verify  ecclesiastical  qualifications 
and  indorsements  prior  to  appointment. 

(3)  Applicants  for  initial  appoint¬ 
ment  in  the  grade  of  second  lieutenant 
must  meet  the  following  special  require¬ 
ments: 

(i)  Present  transcript  of  120  under¬ 
graduate  hours  completed  in  a  recog¬ 
nized  college  or  university. 

(ii)  Present  ecclesiastical  approval 
from  the  applicant’s  recognized  denomi¬ 
national  indorsing  agency. 

(iii)  Present  statement  from  the  reg¬ 
istrar  of  a  recognized  theological  semi¬ 
nary  that  the  applicant  is  either  enrolled 
as  a  full-time  student  or  has  been  ac¬ 
cepted  for  the  next  entering  class. 

(iv)  Applicants  must  make  the  follow¬ 
ing  statement  in  the  section  of  remarks 
(item  31)  on  DA  Form  61  (Application 
for  Appointment) :  “If  appointed  in  the 
grade  of  second  lieutenant,  USAR,  for 
assignment  to  the  Staff  Specialist 
Branch,  I  agree  to  accept  a  commission 
as  first  lieutenant,  USAR,  with  assign¬ 
ment  to  the  Chaplain  Branch,  if  ten¬ 
dered,  upon  graduation  from  seminary 
and  upon  ordination.  I  further  agree  to 
serve  a  minimum  period  of  2  full  years 
on  active  duty  upon  appointment  as  first 
lieutenant  if  the  Department  of  the 
Army  requires  my  services.” 

(V)  Applicants  must  not  have  reached 
their  30th  birthday  prior  to  appointment 
as  second  lieutenant. 

(d)  Unit  vacarmes  and  active  duty 
quotas.  See  §  56iri0.  Information  re¬ 
garding  quotas  for  active  duty  may  be 
secured  also  from  the  Chief  of  C?hap- 
lains.  Department  of  the  Army,  Washing¬ 
ton  25,  D.  C. 

§  561.17  Appointment  as  Reserve  com~ 
missioned  officers  of  the  Army  for  assign¬ 


ment  to  the  Judge  Advocate  General’s 
Corps  Branch— (a)  General.  This  sec¬ 
tion  prescribes  the  special  requirements 
for  appointment  of  qualified  male  per¬ 
sonnel  for  assignment  to  the  Judge  Advo¬ 
cate  Greneral’s  Corps  Branch. 

(b)  Grade.  (1)  Appointments  of  in¬ 
dividuals  under  this  section  will  not  be 
made  in  the  grade  of  second  lieutenant  or 
in  general  officer  grades. 

(2)  Subject  to  the  restrictions  set 
forth  in  subparagraph  (1)  of  this  para¬ 
graph  and  paragraph  (c)  of  this  section 
and  in  §  561.9,  appointment  of  qualified 
individuals  may  be  made  in  grades  as 
follows : 

(i)  Applicants  who  have  had  no  prior 
commissioned  service  may  be  appointed 
Initially  in  the  grade  of  first  lieutenant 
only  (paragraph  (c)  (2)  of  this  section). 

(ii)  Former  officers  of  any  of  the 
Armed  Forces  of  the  United  States,  who 
served  in  an  assignment  corresponding 
to  an  assignment  in  the  Judge  Advocate 
General’s  Corps  may  be  appointed  in  a 
grade  corresponding  to  the  last  grade 
held  (paragraph  (c)  (2)  of  this  section). 

(iii)  Former  officers  of  any  component 
of  the  Army  and  of  the  Army  of  the 
United  States  without  component  who 
held  appointment  in  or  assignment  to 
the  Judge  Advocate  General’s  Corps  may 
be  appointed  in  the  highest  grade  held 
(paragraph  (c)  (1)  of  this  section) . 

(iv)  Former  officers  of  any  component 
of  the  Army  and  of  the  Army  of  the 
United  States  without  component  who 
have  not  held  appointment  in  or  assign¬ 
ment  to  the  Judge  Advocate  General’s 
Corps  may  be  appointed  in  the  highest 
grade  held  (paragraph  (c)  (2)  of  this 
section) , 

(v)  Officers  of  reserve  components  of 
other  Armed  Forces  of  the  United  States, 
and  the  United  States  Public  Health 
Service,  who  are  serving  in  an  assign¬ 
ment  corresponding  to  an  assignment  in 
the  Judge  Advocate  General’s  Corps  may 
be  appointed  in  a  grade  corresponding 
to  the  grade  currently  held  (paragraph 
(c)  (2)  of  this  section). 

(vi)  See  §  561.14  (b)  (1)  (vi)  for  pro¬ 
cedures  for  appointment  of  officers  and 
former  officers  whose  5 -year  term  ap¬ 
pointments  have  or  have  hot  expired. 

(c)  Special  requirements.  (1)  Former 
Judge  Advocate  General’s  Corps  officers 
of  any  component  of  the  Army  or  of  the 
Army  of  the  United  States  without  com¬ 
ponent  must  meet  the  requirements  out¬ 
lined  in  §§  561.2  to  561.9  and  in  subpar¬ 
agraph  (2)  (i)  (b)  and  (ii)  of  this 
paragraph. 

(2)  Applicants  for  initial  appoint¬ 
ment  and  former  officers  who  have  not 
held  prior  appointment  in  or  assign¬ 
ment  to  the  Judge  Advocate  General’s 
Corps  must  meet  the  following  require¬ 
ments  in  addition  to  those  shown  in 
§§  561.2  to  561.9,  except  that  considera¬ 
tion  will  be  given  by  the  Department  of 
the  Army  to  waiver  of  subdivision  (i) 

(c)  and  (d)  of  this  subparagraph  in  the 
case  of  outstanding  applicants  who  were 
admitted  to  practice  before  the  highest 
court  of  a  State  of  the  United  States  or 
a  Federal  Court  subsequent  to  1950,  and 
whose  services  are  desired  for  immediate 
active  duty: 

(i)  Professional  qualifications.  Ap¬ 
plicants  must: 


(a)  Have  been  graduated  from  an  ap¬ 
proved  law  school  with  a  professional 
degree. 

(b)  Have  been  admitted  to  practice, 
and  have  membership  in  good  standing 
of  the  bar  of  the  highest  court  of  a  State 
of  the  United  States  or  a  Federal  Court. 

(c)  Be  presently  engaged  in  the 
private  practice  of  law,  teaching  of  law, 
or  hold  judicial  office. 

(d)  Meet  the  following  practice  re¬ 
quirements: 

First  lieutenants -  Actively  engaged  in 

practice. 

Captains -  4  years. 

Majors -  11  years. 

Lieutenant  colonels___  18  years. 

Colonels _  25  years. 

(ii)  Maximum  age.  (a)  Applicants 
must  not  have  attained  the  birthday 
indicated  in  this  subdivision,  prior  to  ap¬ 
pointment  in  the  grade  indicated. 

Age 


First  lieutenant _  33 

Captain _  39 

Major _ 48 

Lieutenant  colonel _ 51 

Colonel  _ 55 


(b)  Age  limits  shown  in  (a)  of  this 
subdivision  may  be  increased  for  for¬ 
mer  officers  of  the  Army  by  an  amount 
not  to  exceed  previous  length  of  service 
in  the  grade  to  which  appointment  is 
authorized,  except  that  such  increase  is 
not  authorized  if  the  applicant  would 
have  less  than  2  years  to  serve  before 
being  removed  from  an  active  status. 

§  561.19  Appointment  as  Reserve 
commissioned  officers  of  the  Army  for 
assignment  to  Women’s  Army  Corps 
Branch — (a)  General.  This  section  pro¬ 
vides  for  the  appointment  of  eligible 
women  as  Reserve  commissioned  officers 
of  the  Army  for  assignment  to  the  Wom¬ 
en’s  Army  Corps  and  service  in  the  Army 
Reserve  to: 

(1)  Fill  vacancies  in  Ready  Reserve 
troop  program  units. 

(2)  Meet  current  requirements  for 
WAC  officers  for  active  duty. 

(b)  Grade — (1)  For  appointment  to 
fill  vacancies  in  the  Ready  Reserve  troop 
program  unit.  Initial  appointments  nor¬ 
mally  will  be  in  the  grade  of  second  lieu¬ 
tenant.  However,  where  detail  of  WAC 
personnel  to  another  branch  is  author¬ 
ized,  qualified  applicants  may  apply  for 
appointment  and  assignment  to  the  WAC 
branch  and  concurrent  detail  to  an  ap¬ 
propriate  branch.  If  the  application  is 
approved  the  grade  of  appointment  will 
be  that  authorized  for  the  appointment 
of  male  applicants  of  similar  qualifica¬ 
tions  for  assignment  to  the  branch  in 
which  the  detail  is  to  be  made. 

02)  For  appointment  and  concurrent 
order  to  active  duty.  Appointments  may 
be  made  in  the  grades  of  second  lieuten¬ 
ant  and  first  lieutenant  for  qualified  ap¬ 
plicants  whose  services  are  desired  for 
active  duty  to  meet  basic  branch  (WAC) 
requirements. 

(c)  General  requirements.  Applicant 
must  meet  the  requirements  of  §§561.2 
to  561.9. 

(d)  Special  requirements.  (1)  Appli¬ 
cant  must  have  a  baccalaureate  degree 
from  an  accredited  college  or  university 
recognized  by  the  Department  of  Health, 
Education,  and  Welfare,  Office  of  Educa- 
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tion,  as  listed  in  part  3.  Education  Di¬ 
rectory,  Higher  Education,  except  that: 

(i)  Students  applying  for  concurrent 
order  to  active  duty  may  submit  appli¬ 
cations  prior  to  date  of  graduation.  The 
anticipated  date  of  graduation  will  be 
given  under  “Remarks”  in  the  applica¬ 
tion,  and  a  statement  by  an  official  of  the 
university  or  college  verifying  date  will 
accompany  the  application.  Upon  grad¬ 
uation,  each  applicant  will  submit  a  cer¬ 
tificate  of  graduation  signed  by  an 
appropriate  official  of  the  university  or 
college  direct  to  the  commander  of  the 
major  command  concerned  wtib  will  for¬ 
ward  it  to  The  Adjutant  General,  De¬ 
partment  of  the  Army,  Washington  25, 
D.  C.,  ATTN:  AGPR-AA. 

(ii)  Waivers  of  educational  require¬ 
ments  may  be  considered  as  follows: 

(a)  Area  commanders  may  grant  a 
waiver  of  the  educational  requirements 
of  a  college  degree  for  individuals  having 
120  or  more  satisfactory  semester  hours 
gained  through  attendance  at  an  accred¬ 
ited  college  or  university.  The  waiver 
will  be  made  part  of  the  individual’s 
application. 

(b)  The  Department  of  the  Army  will 
consider  requests  for  a  wsTiver  of  the  col¬ 
lege  degree  in  the  case  of  individuals  who 
are  oustanding  in  career  fields  requiring 
leadership  and  supervision  of  personnel, 
and  who  have  completed  a  minimum  of 
2  years  toward  a  baccalaureate  degree  or 
its  equivalent,  provided  the  individual’s 
services  are  desired  for  concurrent  orders 
to  active  duty. 

(2)  Applicant  must  be  within  the  age 
group  as  follows: 

Must  not 

Must  have  have 
attained  attained 

Grade  afre —  afr — 

Second  lieutenant _  20  28 

First  lieutenant _  28  33  ^ 

(3)  Applicants  must  meet  these  addi¬ 
tional  requirements: 

(i)  For  appointment  and  concurrent 
detail  to  an  appropriate  branch,  as  in¬ 
dicated  in  paragraph  (b)  (1)  of  this  sec¬ 
tion,  the  applicant  must  meet  the  re¬ 
quirements  prescribed  for  assignment  to 
the  branch  to  which  detail  is  requested. 

(ii)  For  appointment  and  concurrent 
active  duty  in  grade  of  first  lieutenant, 
the  applicant  must  have  a  background 
of  experience  in  teaching,  business, 
recreation,  personnel  administration, 
advertising  or  other  fields  requiring  lead¬ 
ership  and  supervision  of  personnel. 

§  561.20  Appointment  of  professional 
and  technical  personnel  as  Reserve  com~ 
missioned  officers  of  the  Army — (a) 
General.  This  section  prescribes  the  re¬ 
quirements,  in  addition  to  those  in 
§§  561.2  to  561.9,  whereby  qualified  pro¬ 
fessional  and  technical  experts  or  spe¬ 
cialists  of  the  categories  indicated  in 
paragraph  (g)  of  this  section  may  be 
appointed  as  Reserve  commissioned  offi¬ 
cers  of  the  Army  for  service  in  the  Army 
Reserve. 

(b)  Branch.  (1)  Appointment  of  in¬ 
dividuals  under  this  section  will  not  be 
made  for  assignment  in  the  following 
branches;  Armor,  Artillery  except 
Guided  Missile  Specialists,  Infantry, 
Chaplains,  Judge  Advocate  General’s 
Corps,  Army  Medical  Service  branches. 


Women’s  Army  Corps,  Staff  Specialist, 
or  Civil  Affairs/Military  Government 
Branch. 

(2)  Subject  to  the  restrictions  of  sub- 
paragraph  (1)  of  this  paragraph,  the 
branch  in  which  assignment  is  to  be 
made  will  be  determined  by  the  author¬ 
ity  tendering  appointment,  based  upon 
the  qualifications  of  the  applicant  and 
the  needs  of  the  service. 

(c)  Grade.  Initial  appointments  are 
authorized  under  this  section  in  recogni¬ 
tion  or  advanced  professional  or  techni¬ 
cal  experience  and  training,  in  accord¬ 
ance  with  the  grades  indicated  in 
paragraph  (d)  of  this  section.  However, 
when  specifically  authorized  by  the  De¬ 
partment  of  the  Army,  appointment  up 
to  and  including  the  grade  of  colonel 
may  be  made  in  cases  of  outstanding 
personnel  for  whom  a  critical  shortage 
exists  in  the  active  military  service,  pro¬ 
vided  qualified  Reserve  personnel  are  not 
available. 

(d)  Special  requirements.  (1)  In  ad¬ 
dition  to.  the  requirements  of  §§  561.2  to 
561.9,  the  applicant  must  possess  profes¬ 
sional  or  technical  ability  as  required  to 
perform  the  duties  appropriate  to  the 
grade  to  which  appointed  and  branch  to 
which  assigned. 

(2)  For  appointment  to  fill  vacancies, 
the  applicant’s  services  must  be  required 
for  a  particular  vacancy,  and  there  must 
be  no  qualified  Reserve  commissioned  of¬ 
ficer  of  the  appropriate  grade  or  lower 
grade  available  to  fill  the  vacancy. 

(3)  For  appointment  and  concurrent 
active  duty,  the  applicant’s  services  must 
be  required  for  active  duty  when  qualified 
Reserve  personnel  are  not  available. 

(4)  Except  for  the  provisions  of  sub- 
paragraph  (5)  of  this  paragraph,  appli¬ 
cants  for  appointment  must  have  gradu¬ 
ated  from  a  recognized  college  or  univer¬ 
sity,  preferably  with  major  field  of  study 
closely  related  to  the  specialty  for  which 
applying,  must  have  at  least  the  mini¬ 
mum  number  of  years  of  qualifying  ex¬ 
perience  indicated  in  this  subparagraph, 
and  must  not  have  attained  the  birthday 
shown  below  prior  to  appointment  in  the 
grade  indicated: 


Grade 

A'te 

Years 

experi¬ 

ence 

Second  lientennnt 

_  sa 

1 

First  lieutenant 

33 

3 

Captain _ ; _ 

_ 39 

7 

(5)  Each  year  of  graduate  education 
in  the  field  for  which  the  applicant  is 
being  considered  may  be  counted  as  a 
year  of  qualifying  experience.  Experi¬ 
ence  in  an  allied  field  of  specialization 
acceptable  to  the  administrative  or  4;ech- 
nical  service  concerned  may  be  con¬ 
sidered  in  computing  minimum  qualify¬ 
ing  experience. 

(i)  For  service  in  Military  Railway 
Service  units  and  for  service  as  postal 
specialists,  4  years  of  qualifying  experi¬ 
ence  may  be  substituted  in  lieu  of  gradu¬ 
ation  from  a  recognized  college. 

(ii)  For  service  in  harbor  craft  units, 
the  following  may  be  substituted  in  lieu 
of  graduation  from  a  recognized  college: 

(a)  The  possession  by  the  applicant  of 
a  licmse,  which  is  required  in  the  case 
of  a  civilian  ship  officer  in  the  American 
Merchant  Marine  and  issued  in  accord¬ 
ance  with  the  general  rules  and  regula¬ 


tions  of  the  Board  of  Supervisory  In¬ 
spectors  of  the  Merchant  Marine  In¬ 
spection  Service,  the  United  States  Coast 
Guard,  or  the  Bureau  of  Marine  Inspec¬ 
tion  and  Navigation. 

(b)  A  diploma  or  record  of  graduation 
from  the  Merchant  Marine  Academy. 

(c)  A  certificate  as  senior  navigator 
from  the  Coast  Guard  Auxiliary;  or 

(d)  A  United  State  Power  Squadron 
Certificate  as  a  navigator. 

(iii)  For  appointment  for  assignment 
as  postal  specialist,  the  following  is  re¬ 
quired: 

(a)  Experience  in  an  administrative, 
executive,  or  supervisory  capacity  in  the 
United  States  Post  Office  Department,  or 

(b)  Experience  in  the  Military  Postal 
Seiwice  as  a  warrant  officer  or  in  one 
of  the  first  three  noncommissioned  officer 
grades.  A  minimum  of  1  year  of  such 
experience  is  required  for  the  grade  of 
second  lieutenant,  3  years  tor  the  grade 
of  first  lieutenant,  and  5  years  for  the 
grade  of  captain. 

(6)  The  Department  of  the  Army  will 
consider  on  an  individual  basis  requests 
for  waiver  of  age,  education,  and/or  ex¬ 
perience.  Requests  for  waivers  will  be 
forwarded  to  The  Adjutant  General,  De¬ 
partment  of  the  Army,  Washington  25, 
D.  C.,  ATTN:  AGPR-AA. 

(e)  Supplementary  military  training. 
(1)  Applicants  appointed  under  this  sec¬ 
tion  will  be  required  to  complete  the 
appropriate  extension  course  series  with¬ 
in  2  years  of  date  of  appointment,  except 
when  the  applicant  is  ordered  to  active 
duty  at  time  of  appointment  or  when 
the  area  commander  evaluates  the  appli¬ 
cant’s  prior  military  service,  where  appli¬ 
cable,  and  determines  that  such  service 
is  the  equivalent  of  the  subject  matter 
of  the  appropriate  Army  extension  course 
or  courses.  Determination  of  extension 
courses  to  be  completed  will  be  made 
at  the  time  the  individual’s  application 
for  appointment  is  approved.  The  fol¬ 
lowing  statement  will  be  added  to  the 
letter  of  appointment:  “Army  Extension 
Courses  (designated  number  of  series  and 
branch)  will  be  completed  within  2  years 
following  date  of  appointment.’’  Neces¬ 
sary  records  will  be  maintained  to  deter¬ 
mine  whether  the  individual  ^satisfac¬ 
torily  completed  the  required  courses. 
Those  failing  to  comply  with  this  re¬ 
quirement  are  subject  to  discharge  as 
provided  for  in  paragraph  (f)  of  this 
section. 

(2)  The  requirements  in  subparagraph 
(1)  of  this  paragraph  may  be  fulfilled 
at  any  time  by  the  successful  comple¬ 
tion  of  an  appropriate  associate  basic 
course. 

(f )  Discharge.  Area  commanders  may 
discharge  Reserve  officers  who  fail  to 
comply  with  paragraph  (e)  of  this  sec¬ 
tion.  Board  action  will  not  be  required 
if  discharge  is  effected  prior  to  officer’s 
attaining  3  years  of  commissioned  serv¬ 
ice.  Discharge  will  be  under  the  pro¬ 
visions  of  this  paragraph  and  the  appli¬ 
cable  paragraph  of  AR  140-175  (Army 
regulations  pertaining  to  officer  separa¬ 
tions)  . 

(g)  Specialist  categories.  'The  special¬ 
ists  categories  for  appointment  under 
this  section  are  as  follows: 

Aeronautical  engineering. 

Automotive  engineering. 
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Bacteriology. 

Biochemistry. 

Biological  sciences. 

Business  administration. 

Chemical  engineering  and  chemistry. 

Civil  engineering. 

Education  specialists. 

Electrical  accounting  machine  specialists. 
Electrical  engineering,  including  radio, 
television,  and  wire  communications. 
Entomology. 

Fire  prevention  and  firefighting. 

Food  technology  (inspection,  procurement, 
testing,  research,  and  related  subjects). 
Geographers. 

Geology,  geophysics,  and  meteorology. 
Geopolitical  and  area  specialists. 

Guided  missile  specialists. 

Harbor  craft  specialists. 

Highway  engineering  and  traffic. 

Archivists. 

Military  historians. 

Industrial  specialists  (engineering,  man¬ 
agement.  and  security) . 

Language  and  foreign  liaison. 

Law  enforcement  officials,  administrators, 
and  allied  investigative  specialists. 

Legal. 

Marine  engineering. 

Mathematicians,  statisticians,  and 
physicists. 

Mechanical  engineering. 

Metalliugical  engrineering. 

Mining  engineering. 

Naval  architectural. 

Nuclear  specialists  (nuclear  physicists  and 
radiological  chemists) . 

Parasitology. 

Penology. 

Petroleum  and  natural  gas  engineering. 
Pharmacology  and  toxicology. 

Photographic  (still,  motion  picture,  tele¬ 
vision,  and  related  subjects). 

Postal. 

Printing  and  reproduction. 

Psychology. 

Psychological  warfare  (Journalism,  inter¬ 
national  relations,  psychology,  and  related 
subjects) . 

Public  information,  including  field  press 
censorship. 

Purchasing,  storage,  and  distribution 
(logistics). 

Radar  engineering. 

Railway  service. 

Safety  engineering. 

Submarine  diving. 

Traffic  management. 

§561.21  Appointment  as  Reserve 
commissioned  officers  of  the  Army  for  as¬ 
signment  to  the  Civil  Affairs /Military 
Government  Branch — (a)  General. 
This  section  prescribes  the  special  re¬ 
quirements  for  appointment  of  qualified 
personnel  for  assignment  to  the  Civil 
Affairs/Military  Government  Branch 
(CA/MG) . 

(b)  Grade.  Initial  appointments  are 
authorized  under  this  section  in  recogni¬ 
tion  of  advanced  professional  or  tech¬ 
nical  experience  and  training  in  accord¬ 
ance  with  the  grades  indicated  in  para¬ 
graph  (c)  (1)  (ii)  (a)  of  this  section. 
However,  when  specifically  authorized  by 
the  Department  of  the  Army,  appoint¬ 
ments  up  to  and  including  the  grade  of 
colonel  may  be  made  in  cases  of  out¬ 
standing  personnel. 

(c)  Special  requirements.  (1)  In  ad¬ 
dition  to  the  requirements  of  §§  561.2  to 
561.9,  the  applicant  must: 

(i)  Qualify  for  an  MOS  (military  oc¬ 
cupational  specialty)  listed  below  by 
education,  civil  employment  or  previous 
military  or  civil  experience  in  CA/MG 
functional  responsibilities  or  possess  or 
have  the  capability  of  acquiring  the  nec¬ 


essary  professional  or  technical  qualifi¬ 
cations  required  to  perform  the  duties  of 
such  MOS. 


Labor  relations  officer _ _  MOS  2330 

Public  education  officer _ MOS  6503 

Public  welfare  officer _ MOS  5900 

Public  finance  officer _ MOS  6010 

Public  works  and  utilities  officer _ MOS  7020 

Public  communications  officer _ MOS  7899 

Civil  affairs  military  government 

economics  officer _ _ MOS  8000 

ClvU  affalrs/Government  eco¬ 
nomics  officer _ MOS  8104 

Public  safety  officer _ MOS  9000 


(ii)  Have  the  education,  experience 
and  not  have  reached  the  age,  for  the 
grades  shown: 

(a)  Except  for  the  provisions  of  (b) 
of  this  subdivision,  applicants  for  ap¬ 
pointments  must  have  graduated  from  a 
recognized  college  or  university  prefer¬ 
ably  with  a  major  field  of  study  closely 
related  to  the  MOS  for  which  applying, 
must  have  at  least  the  minimum  num¬ 
ber  of  years  of  qualifying  experience 
and  must  not  have  attained  the  birthday 
shown  below  prior  to  appointment  in  the 


grade  indicated: 

Minimum 

Grade 

Rfifinnd  lleiitftnant 

Age 

2R 

years 

experience 

1 

Flr.st.  lleiitfinant 

as 

3 

Captain  _  . . 

39 

7 

Major _ 

_ 48 

14 

(b)  Each  year  of  graduate  education 
In  the  field  for  which  the  applicant  is 
being  considered  may  be  counted  as  a 
year  of  qualifying  experience.  Experi¬ 
ence  in  an  allied  field  may  be  considered 
in  computing  minimum  qualifying  ex¬ 
perience.  Four  years  of  qualifying  ex¬ 
perience  may  be  substituted  in  lieu  of 
graduation  from  a  recognized  college. 

(iii)  Be  a  citizen  of  the  United  States 
In  accordance  with  AR  140-108  (Army 
regulations  pertaining  to  the  Civil  Af¬ 
fairs/Military  Government  Branch). 

(iv)  Not  be  serving  on  active  duty. 

(2)  The  Department  of  the  Army  will 

consider  on  an  Individual  basis  requests 
for  waiver  of  age,  education  and/or  ex¬ 
perience.  Requests  for  waivers  will  be 
forwarded  to  The  Adjutant  General,  De¬ 
partment  of  the  Army,  Washington  25, 
D.  C.,  ATTN:  AGPR^AA. 

[AR  140-100,  17  May  1956]  (Sec.  251,  66  Stat. 
495;  50  U.  S.  C.  1002) 

[SEAL]  John  A.  Klein, 

Major  General,  U.  S.  Army, 

The  Adjutant  General. 

[F.  R.  Doc.  56-7618;  Filed,  Sept.  21,  1!](56; 
8:45  a.  m.] 


Subchapter  G— Procurement 

Part  590 — General  Provisions 
Part  592 — ^Procurement  by  Negotiation 
Part  596 — Contract  Clauses 
miscellaneous  amendments 

Paragraph  (c)  Is  added  to  §  590.307 
and  new  §§  592.403-4  and  596.153  are 
added,  as  follows: 

§  590.307  Responsible  prospective  con¬ 
tractor.  *  *  * 

(c)  The  problems  of  security  and  pos¬ 
sible  unauthorized  release  of  classified 


information  do  not  arise  under  unclassi¬ 
fied  scientific  research  contracts.  The 
major  consideration  regarding  the  indi¬ 
viduals  involved  should  be  their  scientific 
integrity  and  ability.  The  only  consid¬ 
eration  relating  to  the  loyalty  of  individ¬ 
ual  scientists  engaged  in  work  under 
Government  contracts  is  the  principle, 
that  it  would  appear  to  be  against  the 
national  interest  to  give  aid  and  com¬ 
fort  to  a  person  disloyal  to  the  United 
States.  In  conformance  with  this  prin¬ 
ciple,  the  following  policy  has  been 
adopted: 

(1)  In  considering  proposals  for  con¬ 
tracts  in  support  of  unclassified  research 
not  involving  security  considerations  is 
to  assure  that,  in  appraising  the  merit  of 
a  proposal  submitted  by  or  on  behalf  of 
a  scientist,  his  experience,  competence, 
and  integrity  are  always  taken  carefully 
into  account.  Procuring  activities  will 
not  knowingly  award  or  continue  a  con¬ 
tract  in  support  of  research  for  a  person 
who: 

(1)  Is  an  acknowledged  Communist  or 
established  as  being  a  Communist  by  a 
judicial  proceeding,  or  anyone  who  ad¬ 
vocates  change  in  the  United  States 
Government  by  other  than  constitutional 
means,  or 

(ii)  Has  been  convicted  of  sabotage, 
espionage,  sedition,  subversive  activity 
under  the  Smith  Act,  or  a  similar  crime 
involving  the  Nation’s  security. 

(2)  Where  procuring  activities  receive 
information  indicating  that  a  potential 
or  actual  researcher  may  have  violated 
a  Federal  statute  relating  to  the  national 
security,  such  information  will  be  for¬ 
warded,  on  a  priority  basis,  to  the  Deputy 
Chief  of  Staff  for  Logistics,  Department 
of  the  Army,  ATTN:  Chief,  Contracts 
Branch. 

§  592.403-4  Fixed-price  incentive 
contract — (a)  Description.  Fixed-price 
incentive  contract  clauses  are  set  forth 
in  §  596.153.  The  primary  objective  of 
the  incentive  provisions  in  fixed-price 
contracts  is  to  bring  about  a  lower  price 
to  the  Government  by  stimulating  efiO- 
ciencies  in  the  contractor’s  performance. 
This  type  contract  does  not  offer  as  great 
incentive  for  cost  reductions  as  the  firm 
fixed-price  type  and  shall  not  be  used 
when  circumstances  permit  the  negotia¬ 
tion  of  a  firm  fixed-priCe  contract.  In¬ 
centive  is  provided  by  permitting  the  con¬ 
tractor’s  profit  to  increase  as  costs  de¬ 
crease  and  to  decrease  as  costs  increase  in 
relation  to  a  target  cost  established  by¬ 
negotiation.  Terms  used  in  this  para¬ 
graph  relative  to  fixed-price  incentive 
contracts  are  defined  in  the  text  of  the 
clauses  set  forth  in  §  596.153  of  this  sub¬ 
chapter. 

(b)  Applicability.  Incentive  type 
contracts  should  be  used  only  when  a 
reasonable  opportunity  exists  for  the 
contractor  to  reduce  his  costs.  For  in¬ 
stance,  if  purchased  raw  materials  and 
parts  comprise  a  high  percentage  of  total 
cost  there  may  be  little  possibility  of  cost 
reduction,  and  any  contractual  incentive 
to  reduce  costs  would  be  pointless. 

(c)  Limitations.  In  addition  to  the 
provisions  of  §  3.403-4  (c)  of  this  title, 
fixed-price  incentive  contracts  are  sub¬ 
ject  to  the  same  provisions  regarding 
audit  as  contracts  providing  for  price 
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redetermination  (§  606.207  (c)  of  this 
subchapter).  Incentive  price  revision 
clauses  set  forth  in  §  596.153  (a)  and 
(b)  of  this  subchapter  may  be  used  in 
negotiated  fixed-price  contracts  under 
the  circumstances  outlined  in  this  sec¬ 
tion.  The  incentive  contract  shall  not 
be  used  as  a  substitute  for  firm  fixed- 
price  contracting,  but  may  be  used  to 
encourage  efficiency  and  at  the  same 
time  provide  some  degree  of  protection 
for  both  contracting  parties  where  a 
firm  fixed-price  contract  is  not  feasible. 
The  objective  is  to  permit  reasonable 
pricing  and  still  preserve  enough  flexi¬ 
bility  in  pricing  so  that,  within  agreed 
limits,  a  contractor’s  profit  may  vary  in 
accordance  with  a  negotiated  formula. 
The  use  of  an  incentive  price  revision 
clause  must  be  premised  on  the  ability 
of  the  contractor  to  maintain  accounting 
records  in  accordance  with  generally  ac¬ 
cepted  accounting  principles  and  prac¬ 
tices,  to  the  extent  and  in  such  detail  as 
is  necessary  for  establishment  of  costs 
applicable  to  the  contract.  Such  clauses 
are  appropriate  for  use  primarily  in 
those  contracts  which  require  quantity 
production  over  an  extended  period  of 
time,  but  are  not  intended  to  preclude 
the  use  of  other  types  of  price  redeter¬ 
mination  provisions. 

(d)  Instructions — (1)  General,  (i) 
The  items  which  are  subject  to  incentive 
price  revision  should  be  indicated  in  the 
appropriate  blanks  of  paragraph  (b)  (i) 
of  the  clauses.  Those  items  which  are 
subject  to  pricing  in  accordance  with  the 
provisions  of  a  document  Incorporated 
in  the  contract  by  reference,  or  which 
are  priced  in  some  manner  other  than 
that  set  forth  in  the  clause,  should  be 
Indicated  in  the  appropriate  blanks  of 
paragraph  (b)  (ii).  The  items,  if  any, 
which  are  not  subject  to  incentive  price 
revision  and  which  wiU  be  paid  for  on  a 
fixed-price  basis  should  be  indicated  in 
the  appropriate  blanks  of  paragraph  (b) 
(iii). 

(ii)  Provision  may  be  made  for  sepa¬ 
rate  formulas  applicable  to  specified  ar¬ 
ticles  or  services.  In  the  clause  entitled 
“Items,  Priced,  Pursuant  to  Established 
Repair  Parts,  Procurement  Procedures,” 
the  prices  of  items  of  articles  or  services 
added  by  amendment  or  supplemental 
agreement  shall  ordinarily  be  target 
prices.  Billing  prices  may,  however,  be 
negotiated  when,  in  the  opinion  of  the 
contracting  officer,  sufficient  information 
is  not  available  on  which  to  negotiate 
reasonable  target  prices,  in  which  event 
the  amendment  or  supplemental  agree¬ 
ment  shall  provide  a  definitive  cutoff 
point  or  date  during  the  course  of  de¬ 
liveries  under  the  contract  for  conversion 
of  such  billing  prices  to  target  prices. 
In  either  case,  the  target  price  when 
established  shall  indicate  the  target  cost 
and  target  profit  included  therein,  and 
the  contract  target  cost  shall  be  adjusted 
to  reflect  the  cumulative  effect  thereof 
at  the  time  of  final  price  revision.  In 
those  instances  where  articles  or  services 
so  added  are  priced  on  a  fixed-price 
basis,  they  shall  be  paid  accordingly,  and 
the  elements  of  cost  and  profit  involved 
shall  be  excluded  from  the  costs  and 
profits  considered  in  final  price  revi¬ 
sion.  Fixed-price  items  shall  be  added 


only  when  the  costs  thereof  can  be  segre¬ 
gated  from  all  other  contract  costs. 

(iii)  Prices  established  for  contract 
changes  shall  be  target  prices.  Such 
prices  shall  indicate  the  target  cost  and 
target  profit  Included  therein.  The  con¬ 
tract  target  cost  shall  be  at  the  time  of 
final  price  revision  be  adjusted  to  reflect 
the  net  effect  of  increases  and  decreases 
in  target  cost  resulting  from  such 
changes. 

(iv)  The  paragraphs  of  the  clauses  en¬ 
titled  “Adjustment  of  Billing  Price” 
(§  596.153  (a)  and  (b)  of  this  subchap¬ 
ter)  make  possible  the  negotiation  and 
adjustment  of  prices  at  which  the  arti¬ 
cles  delivered  are  being  billed  under  in¬ 
voices  submitted  by  the  contractor 
either  upward  or  downward  as  produc¬ 
tion  progresses  under  the  contract.  If 
it  appears  at  any  time  that  the  final  unit 
price  or  final  contract  price  will  be  sub¬ 
stantially  less  than  the  billing  or  target 
price,  it  will  be  desirable  to  adjust  the 
billing  price  downward.  In  like  manner, 
if  it  appears  at  any  time  that  the  final 
unit  price  or  final  contract  price  will  be 
substantially  greater  than  the  billing 
price  or  target  price,  it  will  be  desirable 
to  increase  the  price  at  which  articles 
are  being  billed.  Any  such  change  in 
billing  price  shall  not  affect  either  ceil¬ 
ing  or  target  price. 

(V)  Fixed-price  incentive  contracts 
will  be  treated  the  same  as  contracts 
which  provide  for  price  redetermination 
for  the  purpose  of  determining  audit  re¬ 
quirements  and  of  following  procedures 
set  forth  in  §  606.207  of  this  subchapter. 

(2)  Price  revision  clause  with  initially 
firm  target  data,  (i)  The  clause  set  forth 
in  §  596.153  (a)  of  this  subchapter, 
should  be  used  where  there  is  sufficient 
and  pertinent  cost  and  production  ex¬ 
perience  to  establish  fair  and  reasonable 
target  prices  at  the  time  the  contract 
is  negotiated,  and  there  is  reason  to  be¬ 
lieve  that  the  cost  of  production  may  be 
substantially  reduced  by  providing  an  in¬ 
centive  to  encourage  efficiency.  The 
prices  originally  negotiated  and  set  forth 
in  the  contract  will  be  target  prices. 

(ii)  The  incentive  formula  establish¬ 
ing  the  percentages  for  the  target  profit, 
the  contractor’s  participating  share  in 
excess  costs  or  in  savings,  and  the  maxi¬ 
mum  contract  price  for  all  items  subject 
to  price  revision,  in  the  case  of  those  con¬ 
tracts  where  target  costs  are  set  at  the 
outset  of  the  contract,  shall  be  negotiated 
and  made  a  part  of  the  contract  prior  to 
its  execution. 

(3)  Price  revision  clause  with  delayed 
firm  target  data,  (i)  The  clause  set 
forth  in  §  596.153(b)  of  this  subchapter 
should  be  used  only  where  fair  and  rea¬ 
sonable  target  prices  cannot  be  estab¬ 
lished  at  the  time  the  contract  is  nego¬ 
tiated  because  of  a  lack  of  sufficient  and 
pertinent  cost  or  production  experience, 
but  can  be  determined  after  production 
of  a  reasonable  quantity.  The  prices 
originally  negotiated  and  set  forth  in  the 
contract  will  be  billing  prices.  This 
clause  provides  for  the  submission  of  data 
upon  which  to. base  the  negotiation  of 
target  prices  after  delivery  or  shop  com¬ 
pletion  of  a  designated  number  of  ar¬ 
ticles.  The  date  for  submission  of  the 
data  must  be  early  in  the  course  of  de¬ 


liveries  under  the  contract.  In  those 
cases  where  the  Government  has  cur¬ 
rently  in  production,  with  the  same  con¬ 
tractor,  articles  of  a  type  similar  to 
those  subject  to  Incentive  price  revision 
and  the  Government  ^ind  the  contractor 
do  not  have  adequate  cost  or  production 
experience  upon  which  to  negotiate 
target  prices  at  the  time  the  new  con¬ 
tract  is  negotiated,  the  time  for  negotia¬ 
tion  of  target  prices  and  submission  of 
the  data  will  be  premised  on  the  delivery 
of  a  designated  number  of  the  articles 
to  be  delivered  under  the  previous  pro¬ 
duction  contract.  Pendirig  establish¬ 
ment  of  a  target  price,  the  Government’s 
obligation  to  make  pasnnent,  whether 
through  progress  payments,  deliveries, 
termination,  or  otherwise,  shall  be  limit¬ 
ed  to  the  amount  set  forth  in  subpara¬ 
graph  (c)  of  the  clause,  which  amount 
shall  reflect  the  contractor’s  anticipated 
expenditures,  its  commitments  to  its  sub¬ 
contractors  and  vendors  and  such  al¬ 
lowance  for  profit  on  delivered  items  as 
is  permitted  pursuant  to  the  payment 
provisions  of  the  contract  during  the 
period  prior  to  establishment  of  the  tar¬ 
get  price. 

(ii)  In  those  cases  where,  due  to  in¬ 
sufficient  data,  it  is  necessary  to  estab-* 
lish  target  costs  during  the  course  of  the 
contract,  the  incentive  formula  estab¬ 
lishing  such  percentages  shall  be  nego¬ 
tiated  and  made  a  part  of  the  contract  at 
the  time  target  costs  are  set. 

(iii)  Under  the  clause  in  5  596.153 
(b)  the  target  prices  of  any  changes 
directed  prior  to  the  -establishment  of 
the  contract  target  price  may  be  estab¬ 
lished  at  the  time  of  negotiation  of  the 
contract  target  price. 

(4)  Termination.  In  the  event  the 
entire  contract  is  terminated,  prices  for 
completed  items  or  services  shall  be  sub¬ 
ject  to  negotiation,  and  such  prices, 
within  the  provisions  of  the  contract, 
shall  be  revised  as  may  be  equitable 
under  the  circumstances.  In  the  event 
of  a  partial  termination  such  revision 
should  include  an  adjustment  of  target 
costs,  target  profits,  contract  ceiling,  and 
other  contract  provisions  effected  by  the 
partial  termination. 

§  596.153  Incentive  price  revision 
clauses.  When  in  accordance  with  the 
provisions  of  §  3.403-4  of  this  title  and 
'§  592.403-4  of  this  subchapter,  the  fixed- 
price  incentive  contract  is  used,  one  of 
the  following  clauses,  as  appropriate, 
will  be  made  a  part  of  the  contract. 

(a)  Price  revision  clause  with  initially 
firm  target  data. 

Price  Revision 

(a)  Definitions.  As  used  In  this  clause, 
the  following  terms  shall  have  the  mean¬ 
ings  set  forth  below: 

(i)  The  teriji  “billing  price’’  means  the 
stated  prices  which  the  contractor  may  re¬ 
ceive  upon  delivery  of  any  articles  or  com¬ 
pletion  of  services  pending  final  price 
revision. 

(ii)  The  term  “target  price"  means  any 
price  deemed  equitable  at  the  time  of  nego¬ 
tiation  that  is  subject  to  adjustment  in 
accordance  with  the  final  price  revision  pro¬ 
visions  of  this  clause. 

(iii)  The  term  "target  cost”  means  that 
portion  of  any  target  price  which,  at  the 
time  of  negotiation  thereof,  was  deemed  to 
be  the  estimated  cost  of  the  articles  or 
services  being  procured  under  this  contract. 
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(Iv)  The  term  “target  profit”  means  that 
portion  ol  any  target  price  agreed  upon  as 
being  a  reasonable  profit  for  furnishing  any 
articles  or  services  if  such  articles  or  services 
were  produced  for  a  cost  equal  to  the  target 
cost. 

(v)  The  term  “contract  target  price” 
means  the  sum  of  the  target  prices  of  ar¬ 
ticles  and  services  being  procured  from  time 
to  time  under  this  contract. 

(vl)  The  term  “contract  target  cost” 
means  the  sum  of  the  target  costs  of  articles 
and  services  being  procured  from  time  to 
time  under  this  contract. 

(vll)  The  term  “contract  target  profit” 
means  the  sum  of  the  target  profits  of  ar¬ 
ticles  and  services  being  procured  from  time 
to  time  under  this  contract. 

(viil)  The  term  “adjusted  total  contract 
cost”  means  the  final  negotiated  cost  of  all 
items  under  this  contract  which  are  subject 
to  price  revision. 

(ix)  The  term  “final  contract  price”  means 
the  adjusted  total  contract  cost  plus  an  al¬ 
lowance  for  profit,  if  any,  determined  in  ac¬ 
cordance  with  the  applicable  provisions  of 
the  contract. 

(x)  The  term  “contract  ceiling”  means  the 
maximum  amount  of  money  (stated  in  dollar 
amounts  and  determined  with  respect  to  a 
definite  percentage  of  the  total  contract 
target  cost  involved)  which  the  Government 
is  obliged  to  pay  the  contractor  for  those 
articles  and  services  being  procured  under 
the  terms  of  this  contract,  and  under  change 
orders  and  amendments  thereto,  the  prices  of 
which  are  subject  to  price  revision  in  ac¬ 
cordance  with  the  provisions  of  this  clause. 

(b)  General.  (1)  The  prices  of  items 

_ under  this  contract  are  both  target 

and  billing  prices  until  revised  In  accordance 
with  the  provisions  of  this  clause  and 


include  a  total  target  profit  of  _ _ %  of 

total  target  cost. 

(11)  The  prices  of  items  _  shall. 


when  established  in  accordance  with  para¬ 
graph  (f)  hereof,  be  both  target  and  billing 
prices  until  revised  in  accordance  with  the 
provisions  of  this  clause. 

(ill)  The  prices  of  items _ are  fixed 

prices  and  not  subject  to  revision  in  accord¬ 
ance  with  any  of  the  provisions  of  this  clause. 

(c)  Submission  of  data.  Within _ days 

after  the  end  of  the  month  in  which  the 
contractor  has  delivered  the  last  unit  re¬ 
ferred  to  in  those  items  listed  in  paragraphs 
(b)  (ii)  above,  the  contractor  shall  forward 
to  the  contracting  officer,  in  such  form  as 
the  contracting  officer  may  require,  (1)  a 
statement  of  all  costs  Incurred  by  the  con¬ 
tractor  in  performing  all  work  under  the 
items  of  this  contract  subject  to  price  re¬ 
vision  as  of  the  date  of  said  delivery,  and 
(ii)  an  estimate  of  costs  of  such  further  per¬ 
formance,  if  any,  as  may  be  necessary  to 
comjSlete  performance  of  all  work  and  obli¬ 
gations  under  such  items.  The  contractor 
shall  Include  as  a  separate  enti;y  in  the  state¬ 
ment  of  costs  to  be  submitted  hereunder,  an 
amount  to  be  agreed  upon  by  the  contractor 
and  the  contracting  officer  representing  the 
difference  between  (i)  the  cost  of  materials, 
supplies,  and  subassemblies  piirchased  for, 
but  not  allocated  to,  the  performance  of  the 
contract  by  the  contractor  which  may  be  rea¬ 
sonably  expected  to  remain  on  hand  or  which 
are  on  hand  as  excess  materials  at  the  con¬ 
clusion  of  the  contract,  and  (11)  the  value  of 
such  materials,  supplies,  and  subassemblies 
at  the  conclusion  of  the  contract. 

(d)  Accounting  procedures.  Contractor 
agrees  to  maintain  books,  records,  docu¬ 
ments,  and  other  evidence  pertaining  to  the 
costs  and  expenses  of  this  contract  to  the 
extent  and  in  such  detail  as  will  properly 
refiect  the  nei  costs,  direct  and  Indirect,  of 
all  labor,  materials,  equipment  supplies, 
services,  and  other  costs  and  expenditures  of 
whatever  nature  necessary  for  the  estab¬ 
lishment  of  costs  under  the  provisions 
of  this  contract,  and  further  agrees  to  permit 


the  Government  to  make,  at  reasonable 
times,  such  examination  or  audit  thereof  as 
the  contracting  officer  may  deem  necessary. 
The  contractor  shall  segregate  the  costs  of 
any  item,  change  or  service,  the  price  of 
Which  is  fixed  and  not  subject  to  revision  in 
accordance  with  the  provisions  of  this 
clause. 

(e)  Certification.  An  officer  or  other  re¬ 
sponsible  official  of  the  contractor  authorized 
by  it  to  do  so,  shall  certify  on  each  statement 
of  costs  forwarded  to  the  contracting  officer 
in  accordance  with  the  requirements  of  this 
clause,  that  the  incurred  costs  are  based  upon 
the  accounting  records  of  the  contractor,  that 
such  records  have  been  kept  in  accordance 
with  generally  accepted  accounting  principles 
and  practices  normally  followed  by  the  con¬ 
tractor,  that  such  Incurred  costs  are  correct 
to  the  best  of  his  knowledge  and  belief  and 
that  the  estimate  of  costs  to  complete  is  con¬ 
sidered  reasonable. 

(f)  Items  priced  pursuant  to  established 
repair  parts  procurement  procedures.  (1) 

Item _ _  Repair  Parts. 

The  unit  prices  of  repair  parts  shall  be  deter¬ 
mined  in  accordance  with _ _ 

which  document  is  Incorporated  herein  by 
reference.  The  aggregate  target  price  for 
such  repair  parts  shall  thereupon  be  estab¬ 
lished  by  negotiation  on  the  basis  of  infor¬ 
mation  submitted  in  accordance  with  this 
paragraph.  Repair  parts  unit  target  prices 
need  not  be  revised  until  contract  completion 
and  final  price  revision.  As  prices  are  estab¬ 
lished  pursuant  to  this  paragraph,  they  shall 
be  added  to  the  contract  by  amendment 
which  shall  also  indicate  the  target  cost  and 
target  profit  for  such  repair  parts,  the  in¬ 
crease  in  the  contract  target  cost,  and  the 
Increase  in  the  contract  target  profit.  Failure 


to  agree  on  any  of  the  matters  set  forth  In 
this  paragraph  (f)  shall  be  a  dispute  con¬ 
cerning  a  question  of  fact  within  the  meaning 
of  the  clause  of  this  contract  entitled  “Dis¬ 
putes.” 

(11)  Item . 

(Other  items) 


(Any  special  provisions  applicable) 

(g)  Final  price  revision.  Upon  submis¬ 
sion  of  the  Information  required  by  para¬ 
graph  (c)  above,  the  contractor  and  the  con¬ 
tracting  officer  shall  promptly  establish  a 
final  contract  price  of  the  items  subject  to 
revision  in  accordance  with  the  provisions 
of  this  clause  in  the  following  manner: 

(i)  On  the  basis  of  the  information  re¬ 
quired  by  paragraph  (c)  above,  together  with 
the  results  of  such  other  Investigation,  as  the 
contracting  officer  may  deem  appropriate, 
there  shall  be  established  by  negotiation  the 
adjusted  total  contract  cost  of  those  Items 
subject  to  the  provisions  of  this  clause. 
Failure  to  agree  on  any  of  the  matters  set 
forth  in  this  subparagraph  (i)  shall  be  a 
dispute  concerning  a  question  of  fact  within 
the  meaning  of  the  clause  of  this  contract 
entitled  “Disputes.” 

(11)  The  final  contract  price  of  such  items 
shall  be  established  by  adding  to  the  adjusted 
total  contract  cost,  as  negotiated  under  sub- 
paragraph  (i)  above,  an  allowance  for  profit 
determined  in  accordance  with  the  Instruc¬ 
tions  set  forth  in  subparagraph  (ill)  below, 
provided,  however,  that  in  no  event  shall  the 
final  contract  price  exceed  ___%  of  the  con¬ 
tract  target  cost. 

(Hi)  The  allowance  for  profit  with  respect 
to  such  Items  shall  be  determined  in  accord¬ 
ance  with  the  following  schedule: 


When  the  adjusted  total  contract  is:  The  allowance  for  profit  Is: 

Equal  to  the  contract  cost _  Contract  target  profit. 

Greater  than  contract  cost _  Contract  target  profit  less  — ^  of  the 

amount  by  which  the  adjusted  total  con¬ 
tract  cost  exceeds  the  contract  target 
cost. 

Less  than  the  contract  target  cost _  Contract  target  profit  plus _ %  of  the 

amount  by  which  the  adjusted  total  con¬ 
tract  cost  is  less  than  the  contract  target 
cost. 


(h)  Adjustment  of  payment.  Notwith¬ 
standing  any  provision  of  this  contract  au¬ 
thorizing  greater  payment,  adjustments  and 
refunds  shall  be  made  if  the  total  of  all 
amounts  billed  and  paid  or  payable  under 
this  contract  for  items  delivered  to  (or  serv¬ 
ices  performed  for)  and  accepted  by  the  Gov¬ 
ernment  (including  amounts  applied  to 
liquidate  progress  payments)  tmtil  final 
price  revision  has  been  made  shall  exceed 
the  sum  of  the  following  items  as  reported 
by  the  Contractor  from  time  to  time  as  here¬ 
inafter  provided;  (1)  the  total  contract  price 
of  all  items  delivered  to  (or  services  per¬ 
formed  for)  and  accepted  by  the  Government 
for  which  final  prices  have  been  established, 
and  (ii)  the  total  amount  of  costs  (estimated 
to  the  extent  necessary)  that  have  been  rea¬ 
sonably  incurred  for  and  are  properly  al¬ 
locable  solely  to  items  delivered  to  (or  serv¬ 
ices  performed  for)  and  accepted  by  the 
Government  for  which  final  prices  have  not 
been  established,  and  (ill)  the  total  amount 
of  the  established  target  profit  allocable  by 
direct  proportion  to  items  delivered  to  (or 
services  performed  for)  and  accepted  by  the 
Government  for  which  final  prices  have  not 
been  established — increased  or  decreased  in 
accordance  with  the  Incentive  profit  formula 
of  this  contract  when  the  amount  of  costs 
stated  in  Item  (ii),  above,  differs  from  the 
applicable  target  costs.  Within  45  days  after 
the  end  of  each  quarter  of  the  contractor’s 
fiscal  year,  beginning  for  the  quarter  in 
which  a  delivery  is  first  made  (or  services 
are  first  performed  for  and  accepted  by  the 


Government)  under  this  contract,  and  as  of 
the  end  of  each  quarter,  the  contractor  shall 
submit  a  statement  setting  forth  the  re¬ 
spective  amounts  of  each  of  the  three  num¬ 
bered  items  next  above,  together  with  the 
total  amount  of  all  billings  for  items  de¬ 
livered  to  (or  services  performed  for)  and 
accepted  by  the  Government  (Including 
amounts  applied  to  liquidate  progress  pay¬ 
ments)  under  this  contract  as  of  end  of  each 
quarter.  If  on  any  quarterly  statement  these 
total  billings  exceed  the  sum  of  the  three 
numbered  items  above,  this  gross  excess  less 
any  applicable  tax  credit  under  Section  1481 
of  the  Internal  Revenue  Code  of  1954  shall, 
after  deduction  of  the  total  refunds  (cash 
or  credit  memoranda  not  including  any  tax 
credits  under  the  Internal  Revenue  Code) 
theretofore  made,  be  paid  Immediately  by  the 
contractor  to  the  Government  or  credited 
against  existing  unpaid  billings  covered  by 
such  statement;  provided  that  if  any  portion 
of  such  gross  excess  (less  all  tax  credits  under 
the  Internal  Revenue  Code)  has  been  applied 
to  the  liquidation  of  progress  pa:  ments,  such 
amount  may  be  added  or  restored  to  the 
unliquidated  progress  payment  account,  to 
the  extent  consistent  with  the  progress  pay¬ 
ment  clause  of  this  contract.  Instead  of 
making  direct  refund  thereof. 

(1)  Termination.  In  the  event  this  con¬ 
tract  is  terminated,  in  whole  or  in  part,  set¬ 
tlement  shall  be  made  in  accordance  with  the 
provisions  of  the  clause  hereof  entitled  “Ter¬ 
mination  for  the  convenience  of  the  Govern¬ 
ment”  or  the  provisions  of  the  clause  hereof 
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entitled  ‘‘Default",  whichever  Is  applicable, 
subject  to  the  following: 

(i)  If  this  contract  is  terminated  in  its 
entirety  at  any  time  pri<Hr  to  agreement  upon 
revised  prices  hereunder,  the  contractor  and 
the  contracting  officer  shall,  if  the  termina¬ 
tion  settlement  is  to  be  negotiated  on  an 
Inventory  basis,  negotiate  to  establish  such 
prices  for  completed  articles  and  services,  the 
price  of  which  was  subject  to  revision  here¬ 
under,  as  may  be  equitable  tmder  the  cir¬ 
cumstances.  Faiime  to  agree  shall  be  a  dis¬ 
pute  concerning  a  question  of  fact  within  the 
meaning  of  the  clavise  of  this  contract  en¬ 
titled  “Disputes.” 

(ii)  If  this  contract  is  partially  terminated 
the  contractor  and  the  Contracting  officer 
shall  agree  upon  such  revisions  in  the  target 
price  and  in  the  contract  target  price  as  may 
be  equitable  under  the  circxunstances.  Fail¬ 
ure  to  agree  shall  be  a  dispute  concerning  a 
question  of  fact  within  the  meaning  of  the 
clause  of  this  contract  entitled  “Disputes.” 

(J)  Adjustment  of  hilling  price.  If  at  any 
time  it  appears  that  the  final  unit  prices  will 
be  substantially  greater  or  less  than  the  unit 
prices  at  which  units  under  this  contract  are 
being  billed,  the  contracting  officer  may  ad- 
Jtist  such  unit  billing  prices.  The  establish¬ 
ment  of  adjusted  prices  for  billing  purposes 
only  shall  in  no  way  limit  or  affect  the  price 
revision  to  be  computed  in  accordance  with 
the  provisions  of  this  clause. 

(k)  Subcontracts.  The  contractor  agrees 
that  no  subcontract  placed  under  this  con¬ 
tract  shall  provide  for  payment  on  a  cost- 
plus-a-percentage-of-cost  basis.  The  con¬ 
tractor  further  agrees  that  all  subcontracts, 
other  than  those  on  a  firm  fixed-price  basis, 
which  as  modified  or  amended  exceed  the 
total  cost  of  $25,000,  shall  contain  provisions 
(1)  reserving  to  the  Government  the  right 
to  have  the  books  and  records  of  such  sub¬ 
contractor  Inspected  and  audited  by  a  Gov¬ 
ernment  representative  and  (il)  requiring 
such  subcontractors  to  reserve  in  their  sub¬ 
contracts  a  similar  right  for  the  Government 
to  have  a  representative  Inspect  and  audit  the 
books  and  records  of  lower  tier  subcontracts 
extending  below  a  cost-reimbursement  t3q)e, 
revision  price  incentive  type  subcontract  in 
a  chain  unbroken  by  firm  fixed-price  sub¬ 
contracts. 

(b)  Price  revision  clause  with  delayed 
firm  target  data. 

.  Pbicc  Revision 

(a)  Definitions.  As  used  in  this  clause 
the  following  terms  shall  have  the  meanings 
set  forth  below: 

(l)  The  term  “billing  price”  means  the 
stated  prices  which  the  contractor  may  re¬ 
ceive  upon  delivery  of  any  articles  or  com¬ 
pletion  of  services  pending  final  price 
revision. 

(11)  The  term  “target  price”  means  any 
price  deemed  equitable  at  the  time  of  nego¬ 
tiation  that  is  subject  to  adjustment  in  ac¬ 
cordance  with  the  final  price  revision  pro¬ 
visions  of  this  clause. 

(Hi)  The  term  “target  cost”  means  that 
portion  of  any  target  price  which,  at  the 
time  of  negotiation  thereof,  was  deemed  to 
be  the  estimated  cost  of  the  articles  or  serv¬ 
ices  being  procured  under  this  contract. 

(Iv)  The  term  “target  profit”  means  that 
portion  of  any  target  price  agreed  upon  as 
being  a  reasonable  profit  for  furnishing  any 
articles  or  services  if  such  articles  or  services 
were  produced  for  a  cost  equal  to  the  target 
cost. 

(v)  The  term  "contract  target  price” 
means  that  the  sum  of  the  target  prices 
of  articles  and  services  being  procured  from 
time  to  time  under  this  contract. 

(Vi)  The  term  “contract  target  cost”  means 
the  siun  of  the  target  costs  of  articles  and 
services  being  procured  from  time  to  time 
under  this  contract. 


(vU)  The  term  “contract  target  profit" 
means  the  sum  of  the  target  profits  of 
articles  and  services  being  procured  from 
time  to  time  under  this  contract. 

(viii)  The  term  “adjusted  total  contract 
cost”  means  the  final  negotiated  cost  of  all 
items  under  this  contract  which  are  subject 
to  pric^evlsion. 

(lx)  The  term  “final  contract  price”  means 
the  adjusted  total  contract  cost  plus  an  al¬ 
lowance  for  profit,  if  any,  determined  in 
accordance  with  the  applicable  provisions  of 
the  contract. 

(x)  The  term  “contract  celling”  means  the 
maximum  amount  of  money  (stated  in  dollar 
amounts  and  determined  with  respect  to  a 
definite  percentage  of  the  total  contract 
target  cost)  which  the  Government  is  ob¬ 
ligated  to  pay  the  contractor  for  those  ar¬ 
ticles  and  services  being  procured  from  time 
to  time  under  this  contract,  the  prices  of 
which  are  subject  to  price  revision  in  accord¬ 
ance  with  the  provisions  of  this  clause. 

(b)  General. 

(1)  The  prices  of  items _ under  this 

contract  are  billing  prices  until  revised  in 
accordance  with  the  provisions  of  this  clause. 

(ii)  The  prices  of  items _ shall,  when 

established  in  accordance  with  paragraph  (i) 
hereof,  be  both  target  and  billing  prices  un¬ 
til  revised  in  accordance  with  the  provisions 
of  this  clause. 

(ill)  The  prices  of  Items _ are  fixed 

prices  and  not  subject  to  revision  in  ac¬ 
cordance  with  any  of  the  provisions  of  this 
clause. 

(c)  Pending  establishment  of  the  target 
price  in  accordance  with  paragraph  (h) 
hereof,  the  Government  shall  in  no  event  be 
obligated  to  make  payment  to  the  contractor 

in  an  amount  in  excess  of  $ _ or 

such  other  amount  as  may  be  authorized  in 
writing  by  the  contracting  officer. 

(d)  Submission  of  data  for  establishment 

of  target  price.  Within,  r _ days  after  the 

end  of  the  month  in  which  the _ unit  of 

Items _ (to  be  manufactxired  here¬ 

under)  or  (to  be  manufactured  under  con¬ 
tract _ )  is  (delivered)  (shop 

completed) ,  or  at  such  other  time  as  the  con¬ 
tracting  officer  may  direct,  the  contractor 
shall  forward  to  the  contracting  officer  (i) 
a  stetement  of  all  costs  incurred  to  the  date 
of  'such  (delivery)  (shop  completion)  or 
such  other  time  as  directed  by  the  con¬ 
tracting  officer  under  this  contract  (and 
under  the  above  contract _ :.-),  (ii)  an  es¬ 

timate  of  costs  to  be  Incurred  by  the  con¬ 
tractor  to  complete  performance  of  all  work 
and  obligations  under  items  subject  to 
price  revision,  and  (ill)  data  to  support  the 
accuracy  and  reliability  of  such  estimate. 

(e)  Submission  of  data  for  final  price 

revision.  Within _ days  after  the  end  of 

the  month  in  which  the  contractor  has  de¬ 
livered  the  last  unit  referred  to  In  those 
Items  listed  in  paragraphs  (b)  (i)  and  (b) 
(11)  above,  the  contractor  shall  forward  to 
the  contracting  officer  in  such  form  as  the 
contracting  officer  may  require  (1)  a  state¬ 
ment  of  all  costs  Incurred  by  the  con¬ 
tractor  in  performing  all  work  under  the 
contractor  in  performing  all  work  under  the 
Items  of  this  contract  subject  to  price  re¬ 
vision  as  of  the  date  of  said  delivery,  and 
(ii)  an  estimate  of  costs  of  such  further  per¬ 
formance,  if  any.  as  may  be  necessary  to 
complete  performance  of  all  work  and  obli¬ 
gations  imder  such  Items.  The  contractor 
shall  Include  as  a  separate  entry  in  the  state¬ 
ment  of  costs  to  be  submitted  hereunder,  an 
amount  to  be  agreed  upon  by  the  contractor 
and  the  contracting  officer  representing  the 
difference  between  (1)  the  cost  of  materials, 
supplies,  and  subassemblies  purchased  for 
but  not  allocated  to  the  performance  of  the 
contractor  which  may  be  reasonably  expected 
to  remain  on  hand  or  which  are  on  hand  as 
excess  materials  at  the  conclusion  of  the  con¬ 
tract,  and  (il)  the  value  of  such  materials. 


supplies  and  subassemblies  at  the  conclusion 
of  the  contract. 

(f)  Accounting  procedures.  Contractor 
agrees  to  maintain  books,  records,  documents 
end  other  evidence  pertaining  to  the  costs 
and  expenses  of  this  contract  to  the  extent 
and  in  such  detail  as  will  properly  refiect 
the  net  costs  direct  and  indirect,  of  all  labor, 
materials,  equipment,  supplies,  services  and 
other  costs  and  expenditures  of  whatever 
nature  necessary  for  the  establishment  of 
costs  under  the  provisions  of  this  contract, 
and  further  agrees  to  permit  the  Government 
to  make,  at  reasonable  times,  such  examina¬ 
tion  or  audit  thereof  as  the  contracting  officer 
may  deem  necessary.  The  contractor  shall 
segregate  the  costs  of  any  item,  change  or 
service,  the  price  of  which  is  fixed  and  not 
subject  to  revision  in  accordance  with  the 
provisions  of  this  clause. 

(g)  Certification.  An  officer  or  other  re¬ 
sponsible  official  of  the  contractor  author¬ 
ized  by  it  to  do  so,  shall  certify  on  each 
statement  of  costs  forwarded  to  the  con¬ 
tracting  officer,  in  accordance  with  the  re¬ 
quirements  of  this  clause,  that  the  incurred 
costs  are  based  upon  the  accounting  records 
of  the  contractor,  that  such  records  have 
been  kept  in  accordance  with  generally 
accepted  accounting  principles  and  practices 
normally  followed  by  the  contractor,  that 
such  incurred  costs  are  correct  to  the  best 
of  his  knowledge  and  belief  *and  that  the 
estimate  of  costs  to  complete  the  contract  is 
considered  reasonable. 

(h)  Establishment  of  target  price.  Items 
enumerated  in  subparagraph  (b)  (i)  above. 
Upon  submission  of  the  information  re¬ 
quired  by  paragraph  (d)  above  and  such 
other  Information  as  the  contracting  officer 
may  require,  the  contractor  and  the  con¬ 
tracting  officer  shall  prcnnptly  negotiate  the 
target  costs  and  the  target  profit  applicable 
to  each  of  said  items.  The  total  of  such 
negotiated  target  costs  and  target  profit 
shall  constitute  both  the  target  prices  and 
the  revised  billing  prices  of  such  items  and 
shall  be  evidenced  by  amendment  to  this 
contract.  In  addition  to  the  foregoing,  the 
parties  shall,  after  agreeing  upon  the  target 
price,  negotiate  the  contract  celling  (see 
subparagraph  (J)  (ii)  below)  and  the  per- 

jcentage  or  percentages  (see  subparagraph 
"(J)  (ill)  below)  of  the  adjusted  total  con¬ 
tract  cost  by  which  the  contract  target  profit 
shall  be  increased  or  decreased  in  the  event 
the  adjusted  total  contract  cost  is  less  than 
or  greater  than  the  contract  target  cost. 
Such  negotiated  percentage  or  percentages 
shall  be  evidenced  by  amendment  to  this 
contract.  Failure  to  agree  on  any  of  the 
matters  set  forth  in  this  paragraph  (h)  shall 
be  a  dispute  concerning  a  question  of  fact 
Within  the  meaning  of  the  clause  of  this 
contract  entitled  “Disputes.” 

(1)  Items  priced  pursuant  to  established 
repair  parts  procurement  procedures. 

(1)  Item - -  Repair  parts.  Ihe  unit 

prices  of  repair  parts  shall  be  determined  in 

accordance  with - -  which  document  Is 

Incorporated  herein  by  reference.  If  any 
repair  parts  list  is  received  by  the  Contract¬ 
ing  officer  from  the  contractor  prior  to  es¬ 
tablishment  of  the  target  prices  of  those 
items  set  forth  in  subparagraph  (b)  (i) 
above,  the  aggregate  billing  prices  for  repair 
parts  set  forth  therein  shall  be  established 
by  negotiation.  In  the  event  that  billing 
prices  for  such  repair  parts  lists  have  been 
so  established  prior  to  the  establishment  of 
the  target  prices,  the  aggregate  target  prices 
for  repair  parts  under  such  list  or  lists  shall 
be  established  by  negotiation  at  the  same 
time  and  in  the  same  manner  as  for  those 
Items  set  forth  in  subparagraph  (b)  (1) 
above.  If  any  repair  parts  list  is  received  by 
the  '’ontractlng  officer  from  the  contractor 
subsequent  to  the  establishment  of  the  tar¬ 
get  prices  of  those  items  set  forth  in  sub- 
paragraph  (b)  (1)  above,  the  aggregate 

target  prices  for  repair  parts  thereunder  shall 
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be  similarly  established  by  negotiation.  Re¬ 
pair  parts  unit  target  prices  need  not  be 
revised  until  contract  completion  and  final 
price  revision.  The  target  prices  established 
pursuant  to  this  paragraph  shall  be  added 
to  the  contract  by  amendment  which  shall 
also  indicate  the  target  cost  and  profit  for 
such  repair  parts,  the  increase  in  the  contract 
target  cost  and  the  increase  in  the  contract 
target  profit. 

(li)  Item - - 


(Other  items) 


(Any  special  provisions  applicable) 

(j)  Final  price  revision.  Upon  submission 
of  the  information  required  by  paragraph 
(e)  above,  the  contractor  and  the  contracting 
officer  shall  promptly  establish  a  final  con¬ 
tract  price  of  the  items  subject  to  revision 
in  accordance  with  the  provisions  of  this 
clause  in  the  following  manner: 

(i)  On  the  basis  of  the  information  re¬ 
quired  by  paragraph  (e)  above,  together  with 
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the  results  of  such  other  Investigation,  as  the 
contracting  officer  may  deem  appropriate, 
there  shall  be  established  by  negotiation  the 
adjusted  total  contract  cost  of  those  items 
subject  to  the  provisions  of  this  clause. 
Failure  to  agree  on  any  of  the  matters  set 
forth  in  this  subparagraph  (i)  shall  be  a 
dispute  concerning  a  question  of  fact  within 
the  meaning  of  the  clause  of  this  contract 
entitled  "Disputes.” 

(ii)  The  final  contract  price  of  such  items 
shall  be  established  by  adding  to  the  ad¬ 
justed  total  contract  cost,  as  negotiated 
under  subparagraph  (1)  above,  an  allowance 
Tor  profit  determined  in  accordance  with  the 
instructions  set  forth  in  subparagraph  (lii) 
•below,  provided,  however,  that  in  no  event 
•shall  the  final  .contract  price  exceed  such 
percent  of  the  contract  target  cost  as  has 
been  negotiated  pursuant  to  paragraph  (h) 
•hereof. 

•  (lii)  The  allowance  for  profit  with  respect 
to  such  items  shall  be  determined  in  accord¬ 
ance  with  the  following  schedule: 


When  the  adjusted  total  contract  cost  is:  The  allowance  for  profit  is: 

Equal  to  the  contract  cost _ ...  Contract  target  profit. 

Greater  than  the  contract  cost - - - ...  Contract  target  profit  less  such  percent  of 

the  amount  by  which  the  adjusted  total 
contract  cost  exceeds  the  contract  target 
cost  as  has  been  negotiated  pursuant  to 
'paragraph  (h)  hereof. 

Less  than  the  contract  target  cost -  Contract  target  profit  plus  such  percent  of 

the  amount  by  which  the  adjusted  total 
contract  cost  is  less  than  the  contract 
target  cost  as  has  been  negotiated  pur¬ 
suant  to  paragraph  (h)  hereof. 


(k)  Adjustment  of  payments.  Notwith¬ 
standing  any  provision  of  this  contract  au-  , 
thorizing  greater  payment,  adjustments  and 
refunds  shall  be  made  if  the  total  of  all 
amounts  billed  and  paid  or  payable  under 
this  contract  for  items  delivered  to  (or  serv¬ 
ices  performed  for)  and  accepted  by  the 
Government  (including  amounts  applied  to 
liquidate  progress  payments)  until  final  price 
revision  has  been  made  shall  exceed  the  sum 
of  the  following  items  as  reported  by  the 
contractor  from  time  to  time  as  hereinafter 
provided;  (1)  the  total  contract  price  of  all 
items  delivered  to  (or  services  performed  for) 
and  accepted  by  the  Government  for  which 
final  prices  have  been  established,  and  (ii) 
the  total  amount  of  costs  (estimated  to  the 
extent  necessary)  that  have  been  reasonably 
Incurred  for  and  are  properly  allocable  solely 
to  items  delivered  to  (or  services  performed 
for)  and  ax:cepted  by  the  Government  for 
which  final  prices  have  not  been  established, 
and  (lii)  the  total  amount  of  the  established 
target  profit  allocable  by  direct  proportion 
to  items  delivered  to  (or  services  performed 
for)  and  accepted  by  the  Government  for 
which  final  prices  have  not  been  estab¬ 
lished — increased  or  decreased  in  accordance 
with  the  Incentive  profit  formula  of  this 
contract  when  the  amount  of  costs  stated 
in  item  (ii)  above  differs  from  the  applicable 
target  costs.  Within  45  days  after  the  end 
of  each  quarter  of  the  contractor’s  fiscal  year, 
beginning  for  the  quarter  in  which  a  delivery 
is  first  made  (or  services  are  first  performed 
for  and  accepted  by  the  Government)  under 
this  contract,  and  as  of  the  end  of  each  quar¬ 
ter,  the  contractor  shall  submit  a  statement 
setting  forth  the  respective  amounts  of  each 
of  the  three  numbered  items  next  above,  to¬ 
gether  with  the  total  amount  of  all  billings 
for  items  delivered  to  (or  services  performed 
for)  and  accepted  by  the  Government  (in¬ 
cluding  amounts  applied  to  liquidate  progress 
payments)  under  this  contract  as  of  the  end 
of  each  quarter.  If  on  any  quarterly  state¬ 
ment  these  total  billings  exceed  the  sum  of 
the  three  numbered  items  above,  this  gross 
excess  less  any  applicable  tax  credit  under 
Section  1481  of  the  Internal  Revenue  Code  of 


1954  shall,  after  deduction  of  the  total  re¬ 
funds  (cash  or  credit  memoranda  not  includ¬ 
ing  any  tax  credits  under  the  Internal  Reve¬ 
nue  Code)  theretofore  made,  be  paid  imme¬ 
diately  by  the  contractor  to  the  Government 
or  credited  against  existing  unpaid  billings 
covered  by  such  statement;  provided  that  if 
any  portion  of  such  gross  excess  (less  all  tax 
credits  under  the  Internal  Revenue  Code) 
has  been  applied  to  the  liquidation  of  pro¬ 
gress  payments,  such  amount  may  be  added 
or  restored  to  the  unliquidated  progress  pay¬ 
ment  account,  to  the  extent  consistent  with 
the  progress  payment  clause  of  this  contract, 
instead  of  making  direct  refund  thereof. 

(1)  Termination.  In  the  event  this  con¬ 
tract  is  terminated.  In  whole  or  in  part,  set¬ 
tlement  shall  be  made  in  accordance  with 
the  provisions  of  the  clause  hereof  entitled 
"Termination  for  the  convenience  of  the 
Government”  or  the  provisions  of  the  clause 
hereof  entitled  "Default”  whichever  is  ap¬ 
plicable,  subject  to  the  following: 

(i)  If  this  contract  is  terminated  in  its 
entirety  at  any  time  prior  to  agreement  upon 
revised  prices  hereunder,  the  contractor  and 
the  contracting  officer  shall  if  termination 
settlement  is  to  be  negotiated  on  an  inven¬ 
tory  basis,  negotiate  to  establish  such  prices 
for  completed  articles  or  services,  -the  price 
of  which  was  subject  to  revision  hereunder, 
as  may  be  equitable  under  the  circumstances. 
Failure  to  agree  shall  be  a  dispute  concern¬ 
ing  a  question  of  fact  within  the  meaning  of 
the  clause  of  this  contract  entitled 
"Disputes.” 

.  (li)  If  this  contract  is  partially  terminated 
the  contractor  and  the  contracting  officer 
shall  agree  upon  such  revision  in  the  target 
prices  and  the  contract  target  prices  as  may 
be  equitable  under  the  circumstances.  Fail¬ 
ure  to  agree  shall  be  a  dispute  concerning  a 
question  of  fact  within  the  meaning  of  the 
clause  of  this  contract  entitled  “Disputes.” 

(m)  Adjustment  of  billing  price.  If  at  any 
time  it  appears  that  the  final  unit  prices  will 
be  substantially  greater  or  less  than  the  unit 
prices  at  which  units  under  this  contract 
are  being  billed,  the  contracting  officer  may 
adjust  such  unit  billing  prices.  The  estab¬ 


lishment  of  adjusted  prices  for  billing  ptur- 
poses  only  shall  in  no  way  limit  or  affect 
the  price  revision  to  be  computed  in  accord¬ 
ance  with  the  provisions  of  this  clause. 

(n)  Subcontracts.  The  contractor  agrees 
that  no  subcontract  placed  under  this  con¬ 
tract  shall  provide  for  payment  on  cost-plus- 
a-percentage-of-cost  basis.  The  contractor 
further  agrees  that  all  subcontracts,  other 
than  those  on  a  firm  fixed-price  basis,  which 
as  modified  or  amended  exceed  the  total  cost 
of  $25,000,  shall  contain  provisions  (i)  re¬ 
serving  to  the  Government  the  right  to  have 
the  books  and  records  of  such  subcontractor 
Inspected  and  audited  by  a  representative 
and  (11)  requiring  such  subcontractors  to 
reserve  in  their  subcontracts  a  similar  right 
for  the  contracting  officer  to  have  a  Govern¬ 
ment  representative  inspect  and  audit  the 
books  and  records  of  lower  tier  and  subcon¬ 
tracts  extending  below  a  cost  reimbursement 
type,  redeterminable -price  type  or  incentive 
type  subcontract  in  a  chain  unbroken  by 
firm  fixed-price  subcontracts. 

[C  23.  APP,  July  27,  19681  (62  Stat.  21;  41 
U.  S,  C.  161-162) 

[SEAL]  John  A.  Klein, 

Major  General,  U.  S.  Army, 

The  Adjutant  General. 

IF.  R.  Doc.  66-7839;  Filed,  Sept.  21,  1956; 
8:50  a.  m.] 

TITLE  46— SHIPPING 

Chapter  I — Coast  Guard,  Department 
of  the  Treasury 

Subchapter  Q — Specifications 
[CGFR  56-41] 

Part  164 — Materials 

INCOMBUSTIBLE  MATERIALS  FOR  MERCHANT 

vessels;  miscellaneous  amendments 

This  specification  contains  the  require¬ 
ments  for  incombustible  materials  and 
substances  used  in  the  construction  of 
merchant  vessels.  In  establishing  this 
specification  certain  naturally  incom¬ 
bustible  substances  are  permitted  with¬ 
out  test.  However,  since  there  are 
hundreds  of  such  substances  this  speci¬ 
fication  contained  only  those  which  are 
normally  used  as  structural  fire-proofing 
materials.  Since  the  promulgation  of 
this  specification  in  1949  experience  has 
indicated  that  additional  substances  may 
be  accepted  without  test.  Therefore,  46 
CPR  164.009-2  (b)  (1)  and  (3)  are 
amended  to  include  such  items  as  clay, 
ceramics,  uncoated  glass  fibers,  and 
Portland  cement,  gypsum,  or  magnesite 
concretes  with  aggregates  of  perlite  or 
pumice. 

In  the  testing  of  incombustible  sub¬ 
stances  the  tolerance  for  temperature 
rise  specified  in  the  test  procedure  is  re¬ 
laxed  to  agree  with  tolerances  permitted 
by  the  testing  laboratory.  In  the  amend¬ 
ment  to  46  CPR  164.009-3  (b)  (4)  (iii) 
the  temperature  rise  of  “10  degrees  C.” 
is  changed  to  “20  degrees  C.“  The  meth¬ 
od  for  handling  remittances  and  charges 
for  testing  of  incombustible  substances 
has  been  changed.  The  size  of  the  sam¬ 
ples  to  be  submitted  and  the  cost  of  tests 
conducted  by  the  National  Bureau  of 
Standards  depend  upon  many  variable 
factors.  Therefore,  the  provisions  of  46 
CFR  164.009-4  (b)  and  (c)  are  revised 
by  deleting  the  specific  fee  which  will  be 
charged  from  the  specification  and  pro* 
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Tiding  that  the  manufacturer  will  be 
Informed. 

Because  the  amendments  in  this  docu¬ 
ment  are  relaxations  from  previous  re¬ 
quirements  or  changes  in  Coast  Guard 
procedures  it  is  hereby  found  that  com¬ 
pliance  with  the  Administrative  Proce¬ 
dure  Act  respecting  notice  of  proposed 
rule  making,  public  rule  making  proce¬ 
dures  thereon,  and  effective  date  re¬ 
quirements  thereof  is  contrary  to  the 
public  interest 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Order 
Nos.  120,  dated  July  31,  1950  (15  F.  R. 
6521),  167-14.  dated  November  24,  1954 
(19  F.  R.  8026),  and  CGFR  56-28,  dated 
July  24,  1956  (21  F.  R.  5659),  to  promul¬ 
gate  regulations  in  accordance  with  the 
statutes  cited  with  the  regulations  below, 
the  following  amendments  in  this  docu¬ 
ment  are  prescribed  and  shall  become 
effective  on  the  date  of  publication  of  this 
document  in  the  Federal  Register: 

1.  Section  164.009-2  (b)  is  amended  by 
revising  subparagraphs  (1)  and  (3)  to 
read  as  follows: 


{  164.009-2  Material.  •  •  • 

(b)  •  •  • 

(1)  Sheet  glass,  block  glass,  clay,  ce¬ 
ramics,  or  uncoat^  glass  libers. 

(3)  Portland  cement,  gypsum,  or  mag¬ 
nesite  concretes  with  aggregates  of  only 
sand,  gravel,  asbestos  fibers,  expanded 
vermiculite,  expanded  or  vesicular  slags, 
diatomaceous  silica,  perlite,  or  pumice. 

2.  Section  164.009-3  (b)  (4)  (iii)  is 
amended  to  read  as  follows: 

§  164.009-3  Inspection  and  test¬ 
ing.  *  *  * 

(b)  Heated  tube  test.  •  *  • 

(4)  *  *  • 

(iii)  The  internal  temperature  of  the 
specimen  shall  not  exceed  the  heating 
tube  temperature  by  more  than  20  de¬ 
grees  C. 

3.  Section  164.009-4  (b)  and  (c)  is 
amended  to  read  as  follows: 

§  164,004-4  Procedure  for  ap¬ 
proval.  *  *  * 

(b)  The  information  furnished  pur¬ 
suant  to  paragraph  (a)  of  this  section 
will  be  submitted  by  the  Coast  Guard  ta 
the  National  Bureau  of  Standards  for 


consideration.  If  the  material  appears 
to  be  suitable,  the  manufacturer  will  be 
80  advised.  The  size  of  the  samples  to  be 
submitted  for  testing  and  the  cost  of 
the  test  will  be  specified  at  this  time. 

(c)  If  the  material  is  indicated  as  be¬ 
ing  suitable,  the  manufacturer  shall  sub¬ 
mit  the  following  to  the  Coast  Guard: 

(1)  Samples  of  the  material  as  spe¬ 
cified. 

(2)  If  the  manufacturer  desires  to  wit¬ 
ness  the  test,  he  should  so  indicate  at 
this  time. 

<R.  S.  4405,  as  amended,  4462,  as  amended; 
46  n.  S.  C.  375,  416.  Interpret  or  apply  B.  b. 
4417,  as  amended,  4417a,  as  amended,  4418, 
as  amended,  4426,  as  amended,  sec.  5,  49  Stat. 
1384,  as  amended,  secs.  1,  2,  49  Stat.  1544, 
as  amended,  sec.  3,  54  Stat.  346,  as  amended, 
sec.  2,  54  Stat.  1028,  as  amended,  and  sec.  3, 
68  Stat.  675;  46  U.  S.  O.  391,  391a,  392,  404, 
369,  367,  1333,  463a,  50  U.  S.  C.  198;  E.  O. 
10402,  17  P.  R.  9917,  3  CFR,  1952  Supp.) 

Dated:  September  17,  1956. 

IsealI  J.  a.  Hirshfield, 

Rear  Admiral,  U.  S.  Coast  Guard, 
Acting  Commandant. 

IF.  R.  Doc.  56-7641;  Piled,  Sept.  21,  1956; 
8:50  a.  m.] 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

United  States  Coast  Guard 

[  46  CFR  Parts  2,  31,  33,  34,  38,  39, 
91,  94,  111,  146] 

I  CGFR  56-37] 

Vessel  Inspection  Regulations- 
PUBLIC  hearing  on  PROPOSED  CHANGES 

1.  The  Merchant  Marine  Council  will 
hold  a  public  hearing  on  Monday,  Octo¬ 
ber  15,  1956,  commencing  at  9:30  a.  m., 
in  Room  4120,  Coast  Guard  Headquar¬ 
ters,  13th  and  E  Streets  NW.,  Washing¬ 
ton  D.  C.,  for  the  purpose  of  receiving 
comments,  views,  and  data  on  certain 
proposed  changes  in  the  vessel  inspec¬ 
tion  regulations  as  generally  described 
in  Items  I  to  in,  inclusive,  below. 

2.  The  proposed  changes  in  the  vessel 
Inspection  regulations,  together  with  the 
statutory  authority  for  making  such 
changes,  are  generally  described  by  sub¬ 
jects  in  paragraphs  5  to  16,  inclusive. 
The  Merchant  Marine  Council  Public 
Hearing  Agenda  (CG-249),  dated  Octo¬ 
ber  15,  1956,  has  been  prepared.  In  this 
Agenda  the  specific  changes  proposed 
and  the  present  regulations  are,  where 
practicable,  set  forth  in  comparison  form, 
together  with  reasons  for  the  changes. 
Copies  of  this  Agenda  are  mailed  to  per¬ 
sons  and  organizations  who  have  ex¬ 
pressed  a  continued  interest  in  the  sub¬ 
jects  under  consideration  and  have  re¬ 
quested  that  copies  be  furnished  them. 
Copies  will  be  furnished  to  those  inter¬ 
ested  so  long  as  they  are  available  and 
requests  should  be  Eiddressed  to  the 
Commandant  (CMC),  United  States 
coast  Guard,  Washington  25,  D.  C. 
After  the  extra  copies  available  for  dis¬ 


tribution  are  exhausted,  copies  will  be 
available  fof  reading  purposes  only  in 
Room  4104,  Coast  Guard  Headquarters, 
or  at  the  offices  of  the  various  Coast 
Guard  District  Commanders. 

3.  Written  and  oral  comments  on  the 
proposed  vessel  inspection  regulations 
described  generally  in  Items  I  to  m,  in¬ 
clusive,  are  invited.  Written  comments 
containing  constructive  criticisms,  sug¬ 
gestions,  or  views  are  welcomed.  Each 
oral  and  written  comment  received  is 
considered  and  evaluated.  If  it  is  be¬ 
lieved  the  comment,  view,  or  suggestion 
clarifies  or  improves  the  proposed  reg¬ 
ulations,  it  is  accepted  and  after  adop¬ 
tion  by  the  Commandant  the  revised 
regulations  are  published  in  the  Federal 
Register.  Acknowledgment  of  the  com¬ 
ments  received  and  reasons  why  the 
suggested  changes  were  or  were  not 
adopted  are  not  normally  furnished  be¬ 
cause  personnel  is  not  available  to  per¬ 
form  this  work.  Comments  submitted 
in  writing  before  or  at  the  public  hear¬ 
ing  will  not  normally  be  read  at  the 
public  hearing,  but  such  comments  will 
be  made  a  part  of  the  record. 

4.  Comments,  data,  and  views,  regard¬ 
ing  the  proposed  vessel  Inspection  reg¬ 
ulations  may  be  presented  orally  or  in 
writing  at  the  public  hearing  before  the 
Merchant  Marine  Council  on  October  15, 
1956.  Any  person  or  organization  who 
desires  to  submit  written  comments,  data, 
and  views  in  connection  with  these  pro¬ 
posed  regulations  is  urged  to  submit 
them  so  that  they  will  be  received  prior 
to  October  10, 1956,  by  the  Commandant 
(CMC) ,  United  States  Coast  Guard, 
Washington  25,  D.  C.  In  order  to  in¬ 
sure  consideration  of  comments  and  to 
facilitate  checking  and  recording,  it  is 
essential  that  each  comment  regarding 


a  section  or  paragraph  of  the  proposed 
regulations  shall  be  submitted  on  Form 
CG-3287,  showing  the  section  number, 
the  proposed  change,  the  reason  or  basis, 
and  the  name,  business  firm  or  organ¬ 
ization  (if  any) ,  and  the  address  of  the 
submitter.  A  small  quantity  of  Form 
CG-3287  is  attached  to  each  Agenda  and 
additional  copies  may  be  obtained  upon 
request  from  the  Commandant  (CMC), 
or  from  any  Coast  Guard  District  Com¬ 
mander,  or  the  form  may  be  reproduced 
by  a  typewriter  or  otherwise. 

ITEM  1 — BIENNIAL  INSPECTION  OF  CARGO 
AND  TANK  VESSELS 

5.  The  act  of  June  4, 1956  (Public  Law 
549,  84th  Congress,  2d  Session;  70  Stat. 
223-226),  amended  sections  4417,  4418, 
4453,  and  4454  of  the  Revised  Statutes 
(46  U.  S.  C.  391,  392,  435,  436),  and  sec¬ 
tion  10  of  the  act  of  May  28,  1908  (46 
U.  S.  C.  395).  Tliis  law  authorizes  the 
Secretary  of  the  Treasury  to  prescribe 
regulations  permitting  the  biennial  in¬ 
spection  of  the  hulls  and  boilers  of  cer¬ 
tain  types  of  vessels.  By  a  Treasury 
Department' order  dated  July  24,  1956, 
the  Secretary  of  the  Treasury  delegated 
to  the  Commandant,  U.  S.  Coast  Guard, 
the  functions  of  the  Secretary  of  the 
Treasury  under  this  law  and  provided 
that  the  Commandant  shall  have  final 
action  on  appeals  made  in  accordance 
with  R.  S.  4417,  as  amended.  Field  forces 
of  the  Coast  Guard  were  instructed  on 
June  28,  1956,  that  all  certificates  of  in¬ 
spection  issued  to  cargo  vessels  (includ¬ 
ing  tank  vessels)  and  to  all  ottier  in¬ 
spected  vessels  (except  passenger  ves¬ 
sels)  and  all  safety  equipment  certifi¬ 
cates  Issued  imder  the  provisions  of  the 
International  Convention  for  Safety  of 
Life  at  Sea,  1948,  should  thereafter  be 
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issued  for  a  two-year  period  from  date 
of  issue.  However,  in  the  case  of  vessels 
equipped  with  river  type  lap-seam  boil¬ 
ers,  inspection  shall  be  made  on  a  yearly 
basis.  This  limitation  also  applies  to 
those  vessels,  which  in  the  judgment  of 
the  Officer  in  Charge,  Marine  Inspec¬ 
tion,  are  in  such  condition  as  to  require 
inspection  at  intervals  of  less  than  two 
years.  In  such  cases,  the  certificates  of 
inspection  shall  be  issued  for  a  period  of 
one  year  only  from  date  of  issuance. 

6.  To  accomplish  the  necessary  changes 
in  the  vessel  inspection  regulations  to 
give  force  iind  effect  to  the  act  of  June 
4,  1956,  it  is  proposed  to  revise  those 
regulations  in  46  CFR  Parts  2,  31,  33, 
34,  38,  39,  91,  and  111,  which  presently 
require  that  certificates  of  inspection 
shall  be  valid  for  a  period  of  one  year 
and  be  issued  after  completion  of  satis- 

,  factory  annual  inspections,  to  permit 
certificates  of  inspe^ion  to  be  valid  for 
a  period  of  two  years  after  the  comple¬ 
tion  of  biennial  inspections.  Where 
necessary  annual  inspections  will  be 
changed  to  biennial  inspections. 

7.  The  proposed  amendments  to  46 
CFR  2.20-1,  91.01-10,  and  31.05-10  pro¬ 
vide  that  certificates  of  inspection  issued 
to  certain  cargo  vessels,  seagoing  vessels, 
and  tank  vessels  may  be  valid  for  a  pe¬ 
riod  of  two  years. 

8.  The  proposed  amendments  to  46 
CFR  91.20-20,  91.25-1,  91.25-5,  91.25-10, 

91.25- 15,  91.25-20,  91.25-25,  91-25-40, 

91.25- 45,  31.01-1,  31.01-15,  31.10-15, 

33.01-1,  33.25-20,  33.35-10,  34.05-1,  34.15- 
20,  34.20-10,  34.25-15,  38.25-1,  39.25-10, 
and  111.05-10  provide  for  the  biennial  in¬ 
spection  of  certain  cargo  vessels,  sea¬ 
going  barges,  and  tank  vessels. 

9.  The  regulations  with  respect  to  the 
biennial  inspection  of  cargo  vessels,  sea¬ 
going  vessels,  and  tank  vessels  are  issued 
under  R.  S.  4405,  as  amended,  and  4462, 
as  amended,  46  U.  S.  C.  375,  416.  These 
regulations  interpret  or  apply  R.  S.  4417, 
as  amended,  4417a,  as  amended,  4418,  as 
amended,  4426,  as  amended,  4453,  as 
amended,  sec.  10,  35  Stat.  428,  as 
amended,  41  Stat.  305,  as  amended,  secs. 
1.  2,  49  Stat.  346,  as  amended,  and  sec.  3, 
68  Stat.  675;  46  U.  S.  C.  391,  391a,  392, 
404,  435,  395,  363,  367,  50  U.  S.  C.  198; 
E.  O.  10402,  17  F.  R.  9917,  3  CFR,  1952 
Supp. 

ITEM  II — LIFESAVING  EQUIPMENT  FOR  VES¬ 
SELS  ENGAGED  IN  OFFSHORE  DRILLING 

OPERATIONS 

10.  It  is  proposed  to  amend  46  CFR 
94.10-20,  regarding  lifeboats  and  life 
rafts  on  cargo  and  miscellaneous  vessels, 
to  provide  that  such  vessels  engaged  in 
operations  for  the  purpose  of  exploring 
for,  developing,  removing  and  transport¬ 
ing  the  resources  of  the  Outer  Conti¬ 
nental  Shelf  of  the  United  States  in  the 
Gulf  of  Mexico,  the  Pacific  Ocean,  and 
the  Atlantic  Ocean  south  of  the  thirty- 
third  parallel  of  north  latitude,  may  use 
a  combination  of  approved  life  floats  and 
approved  work  boats  in  lieu  of  the  stand¬ 
ard  lifeboats  presently  required. 

11.  The  authority  to  issue  regulations 
respecting  cargo  and  miscellaneous  ves¬ 
sels  is  in  R.  S.  4405,  as  amended,  and 
4462,  as  amended;  46  U.  S.  C.  375,  416. 
The  regulations  interpret  or  apply  B.  S. 
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4417,  as  amended,  4418,  as  amended, 
4428,  as  amepded,  secs.  1,  2,  49  Stat. 
1544,  as  amended,  and  sec.  3.  68  Stat. 
675;  46  U.  S.  C.  391,  392,  404,  367,  50 
U.  S.  C.  198;  E.  O.  10402,  17  F.  R.  9917,  3 
CFR,  1952  Supp. 

ITEM  III — DANGEROUS  CARGO  REGULATIONS; 

MISCELLANEOUS  AMENDMENTS 

12.  Requests  for  changes  in  the  Dan¬ 
gerous  Cargo  Regulations  have  been  re¬ 
ceived,  and  due  to  the  nature  of  these 
proposals,  it  is  not  considered  desirable 
to  delay  action  until  the  regularly  sched¬ 
uled  Merchant  Marine  Council  Public 
Hearing  in  the  spring  of  1957.  It  is  pro¬ 
posed  to  amend  46  CFR  146.02-11, 
regarding  import  shipments  and  trans¬ 
shipments,  to  provide  for  trans-ship¬ 
ment  of  dangerous  cargo  at  domestic 
ports  under  certain  specified  conditions. 
The  proposed  amendment  to  46  CFR 
146.23-35  (h)  (2) ,  regarding  transporta¬ 
tion  of  sulfuric  acid  in  bulk,  will  permit 

inch  rubber  lining  for  gravity  type 
acid  tanks  (sulfuric  acid  below  1.408 
specific  gravity)  instead  of  the  presently 
required  *4  inch  lining. 

13.  The  transportation  of  small  arms 
ammunition  without  explosives  loaded 
bullets  (ICC  and  Coast  Guard  Class  C 
explosives)  has  been  safe.  However,  com¬ 
plaints  have  been  made  regarding  the 
requirement  of  46  CFR  146.27-25  (d)  (1) 
that  the  engine  room  and  boiler  spaces 
or  one  hatch  shall  intervene  between  ex¬ 
plosives  of  all  types  and  cotton  being 
unnecessarily  stringent  with  respect  to 
the  transportation  of  this  type  of  ammu¬ 
nition.  It  is,  therefore,  proposed  to 
amend  46  CFR  146.27-25  (d)  (1)  to  per¬ 
mit  this  type  of  explosives  to  be  stowed 
in  holds  adjacent  to  and  in  holds  above 
and  below  those  containing  cotton  pro¬ 
vided  the  ’tween  deck  hatches  are  closed 
off  with  hatch  covers,  then  covered  with 
asbestos  paper,  tarpaulins  and  dunnage. 

14.  In  view  of  the  practice  to  have  au¬ 
tomobiles  in  more  than  one  color,  it  is 
proposed  to  amend  46  CFR  146.27-100, 
Table  K — Classification:  Hazardous  ar¬ 
ticles,  to  permit  the  shipment  of  one  pint 
each  of  two  colors  of  touch  up  paint  with 
the  export  shipment  of  each  automobile 
in  lieu  of  the  one  pint  presently  au¬ 
thorized. 

15.  It  is  proposed  to  amend  46  CFR 
146.29-100,  regarding  classification,  han¬ 
dling,  and  stowage  chart  for  military  ex¬ 
plosives,  to  permit  shipment  of  certain 
types  of  fuzes  as  Class  IH  military  explo¬ 
sives  and  to  permit  the  overstowing  of 
Class  IV-B  military  explosives  with  non- 
dangerous  cargo  and  permitted  military 
explosives. 

16.  The  authority  for  dangerous  cargo 
regulations  in  46  CFR  Part  146  is  in  R.  S. 
4405,  as  amended,  4462,  as  amended,  and 
4472,  as  amended;  46  U,  S.  C.  375, 416, 170. 
These  regulations  interpret  or  apply  sec. 
3,  68  Stat.  675;  50  U.  S.  C.  198;  E.  O. 
10402, 17  F.  R.  9917, 3  CFR,  1952  Supp. 

Dated:  September  17,  1956. 

[seal!  J.  a.  Hirshfield, 

Rear  Admiral,  U.  S.  Coast  Guard, 
Acting  Commandant. 

[F.  R.  Doo.  56-7643;  Filed.  Sept.  21,  1956; 

8i50  a.  m.] 
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DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 
[7  CFR  Part  916] 

[Docket  No.  AO-247  AS] 

Milk  in  Upstate  Michigan  Marketing 
Area 

DECISION  WITH  RESPECT  TO  PROPOSED 
AMENDMENT  TO  TENTATIVE  MARKETING 
AGREEMENT,  AND  TO  ORDER,  AS  AMENDED 

Pursuant  to  the  provisions  of  the  Agri¬ 
cultural  Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.  S.  C.  601  et  seq.) , 
and  the  applicable  rules  of  practice  and 
procedure,  as  amended,  governing  the 
proceedings  to  formulate  marketing 
agreements  and  marketing  orders  (7  CFR 
Part  900),  a  public  hearing  was  con¬ 
ducted  at  Traverse  City,  Michigan,  on 
May  24,  1956,  pursuant  to  notice  thereof 
issued  on  May  8,  1956  (21  F.  R.  301). 

Upon  the  basis  of  the  evidence  intro¬ 
duced  at  the  hearing  and  the  record 
thereof,  the  Deputy  Administrator,  Agri¬ 
cultural  Marketing  Service,  on  August 
15,  1956,  filed  with  the  Hearing  Clerk, 
United  States  Department  of  Agricul¬ 
ture,  his  recommended  decision  in  this 
proceeding.  The  notice  of  filing  such 
recommended  decision  and  opoprtunity 
to  file  written  exceptions  thereto  was 
published  in  the  Federal  Register  on 
August  18,  1956,  (21  F.  R.  161). 

The  material  issues  and  the  findings 
and  conclusions  of  the  recommended  de¬ 
cision  (21  F.  R.  161;  F.  R.  Doc.  56-6707) 
are  hereby  approved  and  adopted  as  the 
material  issues  and  the  findings  and  con¬ 
clusions  of  this  decision  as  if  set  forth 
in  full  herein. 

Rulings.  Within  the  period  reserved 
for  filing  exceptions  to  the  recommended 
decision,  exceptions  were  submitted  on 
behalf  of  interested  parties.  These  ex¬ 
ceptions  have  been  fully  considered  and 
to  the  extent  to  which  the  findings  and 
conclusions  of  this  decision  are  at  vari¬ 
ance  with  the  exceptions,  such  excep¬ 
tions  are  hereby  overruled. 

Determination  of  representative  pe¬ 
riod.  The  month  of  June  1956,  is  hereby 
determined  to  be  the  representative 
period  for  the  purpose  of  ascertaining 
whether  the  issuance  of  amendments  to 
the  order  regulating  the  handling  of 
milk  in  the  Upstate  Michigan  marketing 
area  in  the  manner  set  forth  in  the  at¬ 
tached  amending  order  is  approved  or. 
favored  by  producers  who  during  such 
period  were  engaged  in  the  production 
of  milk  for  sale  in  the  marketing  area 
specified  in  such  marketing  order,  as 
hereby  amended. 

Marketing  agreement  and  order.  An¬ 
nexed  hereto  and  made  a  part  hereof  are 
two  documents  entitled  respectively, 
“Marketing  agreement  regulating  the 
handling  of  milk  in  the  upstate  Michi¬ 
gan  ma^eting  area,”  and  “Order  amend¬ 
ing  the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  upstate  Michi¬ 
gan  marketing  area,”  which  have  been 
decided  upon.  ^  the  detailed  and 
appropriate  means  of  effectuating  the 
foregoing  conclusions.  These  documents 
shall  not  become  effective  unless  and  un¬ 
til  the  requirements  of  §  900.14  of  the 
rules  of  practice  and  procedure,  as 
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amended,  governing  proceedings  to  for¬ 
mulate  marketing  agreements  and  or¬ 
ders  have  been  met. 

It  is  hereby  ordered  that  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  order,  as 
amended,  and  as  hereby  further 
amended  by  the  attached  order  which 
will  be  published  with  this  decision. 

This  decision  filed  at  Washington, 
D.  C.,  this  18th  day  of  September  1956. 

[seal]  True  D.  Morse, 

Acting  Secretary. 

Order'  Amending  Order  Regulating 

Handling  of  Milk  in  Upstate  Michigan 

Marketing  Area 

§  916.0  Findings  and  determinations. 
The  findings  and  determinations  herein¬ 
after  set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter¬ 
minations  previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  each  of  the  previously  issued 
amendments  thereto,  and  all  of  said  pre¬ 
vious  findings  and  determinations  are 
hereby  ratified  and  affirmed  except  inso¬ 
far  as  such  findings  and  determinations 
may  be  in  confiict  with  the  findings  and 
determinations  set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  provi¬ 
sions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.  S.  C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure,  as 
amended,  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CPR  Part  900),  a  public  hear¬ 
ing  was  held  at  Traverse  City,  Michigan, 
on  May  24,  1956,  upon  certain  proposed 
amendments  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Upstate  Michigan  marketing  area.  Upon 
the  basis  of  the  evidence  introduced  at 
such  hearing  and  the  record  thereof,  it 
is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  thereof  will 
tend  to  effectuate  the  declared  policy  of 
the  act; 

(2)  The  parity  prices  of  milk  as  deter¬ 
mined  pursuant  to  section  2  of  the  act 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  in 
the  said  marketing  area  and  the  mini¬ 
mum  prices  specified  in  the  order,  as 
amended,  and  as  hereby  further  amend¬ 
ed,  are  such  prices  as  will  reflect  the 
aforesaid  factors.  Insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner 
as  and  is  applicable  onh^  to  persons  in 


*  This  order  shall  not  become  effective  im- 
less  and  untU  the  requirements  of  |  900.14 
of  the  rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  formu¬ 
late  marketing  agreements  and  orders  have 
been  met. 


the  respective  classes  of  Industrial  and 
commercial  activity  specified  In  a  mar¬ 
keting  agreement  upon  which  a  hearing 
has  been  held. 

Order  Relative  to  Handling.  It  is 
therefore  ordered  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Upstate  Michigan  marketing 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi¬ 
tions  of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended,  as  set 
forth  below: 

1.  Amend  §  916.22  (i)  (1)  by  deleting 
“§§  916.51  and  916.52”  and  substituting 
therefor  ”§  916.51”  and  further  deleting 
“§  916.53”  and  substituting  therefor 
*‘§  916.52”. 

2.  Delete  §  916.41  and  substitute  there¬ 
for  the  following: 

§  916.41  Classes  of  utilization.  Sub¬ 
ject  to  the  conditions  set  forth  in  §  §  916.- 
42  and  916.43,  the  classes  of  utilization 
shall  be: 

(a)  Class  I  utilization  shall  be  all  skim 
milk  and  butterfat  (1)  disposed  of  for 
consumption  in  fiuid  form  as  milk, 
flavored  milk,  skim  milk,  buttermilk, 
and  half-and-half  or  other  mixtures  of 
cream  and  milk  containing  less  than  18 
percent  butterfat;  and  (2)  not  accounted 
for  as  Class  II  or  Class  m  utilization. 

(b)  Class  n  utilization  shall  be  all 
skim  milk  and  butterfat  (1)  used  to 
produce  any  product  other  than  those 
specified  in  paragraphs  (a)  or  (c)  of  this 
section;  (2)  disposed  of  as  fiuid  cream; 
and  (3)  in  shrinkage  of  producer  milk  up 
to  2  percent  of  receipts  from  producers. 

(c)  Class  m  utilization  shall  be  all 
skim  milk  and  butterfat  <1)  used  to  pro¬ 
duce  butter,  dry  milk  (either  whole  or 
non-fat)  or  cheese  in  any  form  except 
cottage  cheese;  (2)  disposed  of  for  live¬ 
stock  feed  or  in  skim  milk  dumped  sub¬ 
ject  to  prior  notification  to  and  inspec¬ 
tion  (at  his  discretion)  by  the  market 
administrator;  and  (3)  in  shrinkage  of 
other  source  milk. 

3.  Delete  §  916.43  and  substitute  there¬ 
for  the  following: 

§  916.43  Transfers,  (a)  Skim  milk 
and  butterfat  disposed  of  from  a  fiuid 
milk  plant  to  another  handler  in  the 
form  of  milk  or  skim  milk  shall  be  Class 
I  utilization,  imless  utilization  in  another 
class  is  indicated  by  both  handlers  in 
their  reports  submitted  pursuant  to 
§  916.30:  Provided,  That  in  no  event  shall 
the  amount  so  classified  in  such  class  be 
greater  than  the  amount  of  producer 
milk  usecTin  such  class  by  the  transferee 
handler  after  allocating  other  source 
milk  in  his  plant  in  series  beginning  with 
the  lowest  priced  utilization. 

(b)  Skim  milk  and  butterfat  moved  in 
the  form  of  milk  or  skim  milk  from  a 
fluid  milk  plant  to  a  person  not  a  han¬ 
dler  shall  be  Class  I  utilization  unless 
all  of  the  following  conditions  are  met: 

(1)  Utilization  in  another  class  is  in¬ 
dicated  by  the  handler  in  his  report  sub¬ 
mitted  pursuant  to  §  916.30; 

(2)  The  operator  of  the  transferee 
plant  had  actually  used  in  the  month  of 
such  movement  an  equivalent  amount  of 
skim  milk  and  butterfat  in  such  class  or 
moved  such  amount  to  another  plant  not 
operated  by  a  handler  which  meets  the 


requirements  of  subparagraph  (3)  of  this 
paragraph  and  utUi^d  in  the  month  an 
equivalent  amount  of  skim  milk  and 
butterfat  in  such  class. 

(3)  The  operator  of  the  transferee 
plant  maintains  books  and  records  which 
are  made  available  if  requested  by  the 
market  administrator  and  which  are  ade¬ 
quate  for  the  verification  of  such  utili¬ 
zation. 

(c)  Skim  milk  and  butterfat  dis¬ 
posed  of  from  a  fiuid  milk  plant  to  a 
producer  handler  shall  be  Class  I  utili¬ 
zation. 

4.  Delete  §  916.45  and  substitute  there¬ 
for  the  following: 

§  916.45  Computation  of  skim  milk 
and  butterfat  in  each  class.  For  each 
month  the  market  administrator  shall 
correct  for  mathematical  and  obvious 
errors  the  monthly  report  submitted  by 
each  handler  and  compute  the  total 
pounds  of  skim  milk  and  butterfat,  re¬ 
spectively,  in  Class  I,  CTlass  n,  and  (i^lass 
m  utilization  for  such  handler. 

5.  Amend  5  916.50  (c)  by  deleting 
“Beatrice  Foods  Co.,  Cadillac,  Mich.”  and 
“Kraft  Cheese  Co.,  Clare,  Mich.”  and 
substituting  therefor  “Kraft  Foods  Co., 
Cadillac.  Mich.”  and  “Kraft  Foods  Co., 

6.  Delete  ’§S  916.51,  916.52,  916.53,  and 
916.54  and  substitute  therefor  the  fol¬ 
lowing: 

§  916.51  Class  prices.  Subject  to  the 
provisions  of  S  §  916.52  and  916.53  the 
prices  per  hundredweight  to  be  paid  by 
each  handler,  f.  o.  b.  his  plant  as  de¬ 
scribed  in  §  916.6  for  milk  received  from 
producers  or  from  cooperative  associa¬ 
tions,  during  the  months,  shall  be  as 
follows: 

(a)  Class  I  milk.  Through  June  30, 
1958  the  Class  I  milk  price  shall  be  the 
basic  formula  price  plus  $1.05  during  the 
months  of  February  through  June  and 
plus  $1.45  during  the  months  of  July 
through  January. 

(b)  Class  II  milk.  The  CJlass  n  milk 
price  shall  be  the  basic  formula  price. 

(c)  Class  III  milk.  The  Class  ni  milk 
price  shall  be  the  basic  formula  price  less 
20  cents. 

S  916.52  Handler  butterfat  differen¬ 
tial.  There  shall  be  added  to  or  sub¬ 
tracted  from,  as  the  case  may  be,  the 
prices  of  milk  for  each  class  as  compute 
pursuant  to  §  916.51,  for  each  one-tenth 
of  one  percent  variation  in  the  average 
butterfat  test  of  the  milk  in  each  class 
above  or  below  3.5  percent  an  amount 
equal  to  the  producer  butterfat  differen¬ 
tial  determined  pursuant  to  §  916.71. 

§  916.53  Handler  location  adjust¬ 
ments.  For  milk  which  is  received  from 
producers  at  a  fiuid  milk  plant  located 
more  than  90  miles  but  not  more  than 
110  miles,  by  shortest  highway  distance, 
as  determined  by  the  market  admini¬ 
strator.  from  the  courthouse  in  either 
Grayling  or  Manistee,  whichever  is  closer, 
and  utilized  as  Class  I  (prorating  to  such 
milk  the  utilization  of  all  producer  milk 
received  at  the  plant) ,  the  price  shall  be 
the  price  effective  pursuant  to  8  916.51 
(a) ,  less  12  cents,  and  less  1  cent  addi¬ 
tional  for  each  20  miles  or  fraction  there¬ 
of  over  110  miles. 
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7.  Amend  §  916.61  (b)  by  deleting  the 
term  “Class  II"  and  substituting  there¬ 
for  “Class  ni”. 

8.  Amend  §  916.70  (c)  (1)  by  deleting 
the  terms  “Class  II"  and  “§  916.52"  and 
substituting  therefor  “Class  III"  and 
“§916.51  (c)". 

9.  Amend  §  916.72  by  deleting  the 
terms  “Gaylord  or  Traverse  City”  and 
“§  916.54"  and  silbstituting  therefor 
“Grayling  or  Manistee"  and  “§  916.53”. 

[F.  R.  Doc.  56-7629;  Filed,  Sept.  21,  1956; 

8:48  a.  m.] 


[  7  CFR  Part  957  1 

(AO— 150A-2] 

Irish  Potatoes  Grown  in  Certain 

Designated  Counties  in  Idaho  and 

Malheur  County,  Oregon 

DETERMINATIONS  ON  BASIS  OF  RESULTS  OF 

REFERENDUM 

Pursuant  to  the  Agricultural  Market¬ 
ing  Agreement  Act  of  1937,  as  amended 
(48  Stat.  31,  as  amended;  7  U.  S.  C.  601 
et  seq.;  68  Stat.  906,  1047),  and  the  ap¬ 
plicable  rules  of  practice  and  procedure 
governing  proceedings  to  formulate,  mar¬ 
keting  agreements  and  marketing  orders 
(7  CPR  Part  900),  a  public  hearing  was 
held  at  Pocatello,  Idaho,  on  January 
19-21,  1956,  pursuant  to  notice  thereof 
which  was  published  in  the  Federal 
Register  (20  P.  R.  9825),  upon  proposed 
amendments  to  Marketing  Agreement 
No.  98  and  Order  No.  57,  as  amended, 
regulating  the  handling  of  Irish  potatoes 
grown  in  Malheur  County,  Oregon,  and 
the  Counties  of  Adams,  Valley,  Lemhi, 
Clark,  and  Fremont  in  the  State  of  Idaho 
and  all  of  the  counties  in  Idaho  lying 
south  of  the  aforesaid  counties.  The 
recommended  decision  (21  P.  R.  3421)  of 
the  Deputy  Administrator,  Agricultural 
Marketing  Service,  and  the  decision  (21 
P.  R.  4761)  of  the  Acting  Secretary  of 
Agriculture  setting  forth  the  proposed 
amendments  to  the  marketing  agreement 
and  order,  as  amended,  were  published 
in  the  Federal  Register  on  May  23, 1956, 
and  June  28,  1956,  respectively.  The 
Acting  Secretary  also  issued  an  Order 
(21  F.  R.  4767)  directing  that  a  refer¬ 
endum  be  conducted  among  producers  of 
potatoes  grown  in  certain  designated 
coimties  in  Idaho  and  Malheur  County, 
Oregon,  to  determine  whether  the  requi¬ 
site  majority  of  such  producers  favor  or 
approve  issuance  of  the  proposed  amend¬ 
ments  to  Order  No.  57,  as  amended. 

It  is  hereby  determined,  on  the  basis 
of  the  results  of  the  referendum  conduct¬ 
ed  pursuant  to  the  aforesaid  referendum 
order,  that  the  issuance  of  the  proposed 
amendments  to  Order  No.  57,  as  amend¬ 
ed,  regulating  the  handling  of  potatoes 
grown  in  certain  designated  counties  in 
Idaho  and  Malheur  County,  Oregon,  is 
not  approved  or  favored  (a)  by  at  least 
two-thirds  of  the  producers  of  potatoes 
who  participated  in  such  referendum 
and  who,  during  the  determined  repre¬ 
sentative  period  (July  1,  1955,  through 
June  30,  1956) ,  were  engaged  within  the 
aforesaid  designated  counties  in  Idaho 
and  Malheur  County,  Oregon,  in  the  pro¬ 
duction  for  market  of  potatoes  grown  in 


such  production  area,  or  (b)  by  pro¬ 
ducers  of  potatoes  who  participated  in 
the  aforesaid  referendum  and  who,  dur¬ 
ing  the  aforesaid  representative  period 
of  July  1,  1955,  through  June  30,  1956, 
produced  for  market  at  least  two-thirds 
of  the  volume  of  potatoes  produced  for 
market  within  the  aforesaid^  production 
area  within  such  period. 

It  is  hereby  further  determined  that 
the  proposed  amendments  set  forth  in 
the  Acting  Secretary’s  decision  of  June 
25, 1956  (21  F.  R.  4761) ,  Will  not  be  made 
effective. 

Done  at  Washington,  D.  C.,  this  18th 
day  of  September  1956. 

[seal]  True  D.  Morse, 

Acting  Secretary. 

[F.  R.  Doc.  56-7627;  Piled.  Sept.  21,  1956; 

8:47  a.  m.] 


t  7  CFR  Part  987  1 

[Docket  No.  AO-252- A2] 

Milk  in  the  Central  Mississippi 
Marketing  Area 

DECISION  WITH  RESPECT  TO  PROPOSED  TEN¬ 
TATIVE  MARKETING  AGREEMENT  AND  TO 

ORDER,  AS  AMENDED 

Pursuant  to  the  provisions  of  the  Agri¬ 
cultural  Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.  S.  CJ.  601  et  seq.) 
and  the  applicable  rules  of  practice  and 
procedure,  as  amended,  governing  pro¬ 
ceedings  to  formulate  marketing  agree¬ 
ments  and  marketing  orders  (7  CFR  Part 
900),  a  public  hearing  was  conducted  at 
Jackson,  Mississippi,  on  December  15-21, 
1955  (20  F.  R.  8756),  upon  a  proposed 
tentative  marketing  agreement  and 
order,  as  amended,  regulating  the  han¬ 
dling  of  milk  in  the  Central  Mississippi 
marketing  area. 

Upon  the  basis  of  the  evidence  intro¬ 
duced  at  the  hearing,  and  the  record 
thereof,  the  Deputy  Administrator, 
Agricultural  Marketing  Service,  on  Au¬ 
gust  8, 1956,  filed  with  the  Hearing  Clerk, 
United  States  Department  of  Agricul¬ 
ture,  his  recommended  decision.  Said 
decision,  containing  notice  of  opportun¬ 
ity  to  file  written  exceptions  thereto  was 
published  in  the  Federal  Register  on  Au¬ 
gust  11.  1956  (21  F.  R.  6040). 

Within  the  period  reserved  therefor, 
interested  persons  filed  exceptions  to 
certain  of  the  findings,  conclusions  and 
actions  recommended  by  the  Deputy 
Administrator.  In  arriving  at  the  find¬ 
ings,  conclusions,  and  regulatory  provi¬ 
sions  of  this  decision,  each  of  such 
exceptions  was  carefully  and  fully  con¬ 
sidered  in  conjunction  with  the  record 
evidence  pertaining  thereto. 

To  the  extent  that  suggested  findings 
and  conclusions  proposed  by  interested 
persons  are  inconsistent  with  the  find¬ 
ings  and  conclusions  contained  herein, 
the  specific  or  implied  requests  to  make 
such  findings  andnreach  such  conclusions 
are  denied  on  the  basis  of  the  facts  found 
and  stated  in  connection  with  the  con¬ 
clusions  herein  set  forth. 

The  material  issues,  findings  and  con¬ 
clusions  of  the  recommended  decision 
(21  F.  R.  6040,  Doc.  56-6500)  are  hereby 


approved  and  adopted  as  the  issues,  find¬ 
ings  and  conclusions,  and  general  find¬ 
ings  of  this  decision  as  if  set  forth  in 
full  herein. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  further  amend¬ 
ed,  and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de¬ 
clared  policy  of  the  act; 

(b)  The  parity  prices  of  milk  as  de¬ 
termined  pursuant  to  section  2  of  the  act 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds  and 
other  economic  conditions  which  affect 
market  supply  of  and  demand  for  milk 
in  the  marketing  area,  and  the  minimum 
prices  specified  in  the  proposed  mar¬ 
keting  agreement  and  the  order,  as 
amended,  and  as  hereby  further  amend¬ 
ed,  are  such  prices  as  will  reflect  the 
aforesaid  factors,  insure  a  sufiOicient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest;  and 

(c)  The  proposed  order,  as  amended, 
and  as  hereby  further  amended,  will  reg¬ 
ulate  the  handling  of  milk  in  the  same 
manner  as.  and  will  be  applicable  only 
to  persons  in  the  respective  classes  of  in¬ 
dustrial  and  commercial  activity  speci¬ 
fied  in  the  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Order  of  the  Secretary  Directing  that  a 
Referendum  he  Conducted  Among  the 
Producers  Supplying  Milk  to  the  Cen¬ 
tral  Mississippi  Marketing  Area;  De¬ 
termination  of  a  Representative  Period 
and  Designation  of  an  Agent  to  Con¬ 
duct  Such  Referendum 

Pursuant  to  section  8c  (19)  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (7  U.  S.  C.  608c 
(19) ),  it  is  hereby  directed  that  a  refer¬ 
endum  be  conducted.  The  month  of 
July.  1956,  is  hereby  determined  to  be  the 
representative  period  for  the  purpose  of 
ascertaining  whether  the  issuance  of  the 
order  amending  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Central  Mississippi  marketing  area,  in 
the  manner  set  forth  in  the  attached 
amending  order,  is  approved  or  favored 
by  producers,  as  defined  in  the  order,  as 
amended,  and  as  proposed  hereby  to  be 
further  amended,  who  during  such  rep¬ 
resentative  period  were  engaged  in  the 
production  of  milk  for  sale  in  the  mar¬ 
keting  area  as  defined  in  the  order,  as 
amended,  and  as  proposed  hereby  to  be 
further  amended. 

John  D.  Nord  is  hereby  designated 
agent  of  the  Secretary  to  conduct  such 
referendum  in  accordance  with  the  pro¬ 
cedure  for  the  conduct  of  referenda  to 
determine  producer  approval  of  milk 
marketing  orders  as  published  in  the 
Federal  Register  on  August  10,  1950  (15 
F.  R.  5177) ,  such  referendum  to  be  com¬ 
pleted  on  or  before  the  10th  day  from  the 
date  this  referendum  order  is  issued. 

Marketing  agreement  and  order,  as 
amended.  Annexed  hereto  and  made  a 
part  hereof  are  two  documents  entitled 
respectively,  “Marketing  Agreement  reg¬ 
ulating  the  handling  of  Milk  in  the  Cen¬ 
tral  Mississippi  Marketing  Area",  and 
“Order  amending  the  Order,  as  amended, 
regulating  the  handling  of  Milk  in  the 
Central  Mississippi  Marketing  Area", 
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which  have  been  decided  upon  as  the 
detailed  and  appropriate  means  of  ef¬ 
fectuating  the  foregoing  conclusions. 
These  documents  shall  not  become  effec¬ 
tive  unless  and  until  the  requirements 
of  §  900.14  of  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro¬ 
ceedings  to  formulate  marketing  agree¬ 
ments  and  orders  have  been  met. 

It  is  hereby  ordered  that  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federai. 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  order,  as 
amended,  and  proposed  to  be  hereby  fur¬ 
ther  amended. 

This  decision  filed  at  Washington, 
D.  C.,  this  18th  day  of  September  1956. 

[seal]  True  D.  Morse, 

Acting  Secretary, 

Order*  Amending  Order,  as  Amended, 

Regulating  Handling  of  Milk  in  Cen¬ 
tral  Mississippi  Marketing  Area 

§  987.0  Findings  and  determinations. 
The  findings  and  determinations  herein¬ 
after  set  forth  are  supplementary  and  in 
addition  to  the  findings  and  deteraiina- 
tions  previously  made  in  connection  with 
the  Issuance  of  the  aforesaid  order;  and 
all  of  said  previous  findings  and  deter¬ 
minations  are  hereby  ratified  and 
affirmed,  except  Insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro¬ 
visions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.  S.  C.  601  et  seq.) ,  and  the  applicable 
rules  of  practice  and  procedure,  as 
amended,  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CPR  Part  900) ,  a  public  hear¬ 
ing  was  held  upon  certain  proposed 
amendments  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Central  Mississippi  marketing  area. 
Upon  the  basis  of  the  evidence  introduced 
at  such  hearing  and  the  record  thereof, 
it  is  found  that: 

<1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of  the 
terms  and  conditions  thereof,  will  tend 
to  effectuate  the  declared  policy  of  the 
act; 

(2)  The  parity  prices  of  milk  produced 
for  sale  in  the  said  marketing  area  as 
determined  pursuant  to  section  2  of  the 
act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds 
and  other  economic  conditions  which  af¬ 
fect  market  supplies  of  and  demand  for 
such  milk,  and  the  minimum  prices 
specified  in  the  order,  as  amended,  and 


1  This  order  shall  not  become  effective  un¬ 
less  and  until  the  requirements  of  {  900.14  of 
the  rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  formu¬ 
late  mtirketlng  agreements  and  orders  have 
been  met. 


as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac¬ 
tors,  insure  a  sufficient  quantity  of  pure 
and  wholesome  milk  and  be  in  the  public 
interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates 
the  handling  of  milk  in  the  same  manner 
as  and  is  applicable  only  to  persons  in 
the  respective  classes  of  industrial  and 
commercial  activity  specified  in  a  mar¬ 
keting  agreement  upon  which  a  hearing 
has  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof  the  handling  of 
milk  in  the  Central- Mississippi  market¬ 
ing  area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi¬ 
tions  of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended  as  fol¬ 
lows: 

1.  Delete  §  987.6  and  substitute  there¬ 
for  the  following: 

I  987.6  Central  Mississippi  marketing 
area.  “Central  Mississippi  marketing 
area”  hereinafter  called  the  “marketing 
area”  means  all  the  territory  within  the 
following  coimties:  Adams,  Claiborne, 
Clarke,  Copiah,  Covington,  Forrest, 
Frankliiv  Hinds,  Jasper,  Jefferson,  Jef¬ 
ferson  Davis,  Jones,  Lamar  (except  Beat 
2  thereof),  Lauderdale,  Lawrence,  Lin¬ 
coln,  Madison,  Marion,  Neshoba,  Newton, 
Perry,  Rankin,  Scott,  Simpson,  Smith, 
Walthall,  Warren  and  Wayne,  all  in  the 
State  of  Mississippi. 

2.  Delete  §  987.51  (a)  and  substitute 
the  following: 

(a)  Class  I  milk  price.  During  an  18- 
month  period  following  the  effective  date 
of  this  subpart,  the  minimum  price  per 
hundredweight  for  Class  I  milk  for  the 
month  shall  be  the  basic -formula  price 
for  the  preceding  month,  plus  $1.85  dur¬ 
ing  the  months  of  March,  April,  May  and 
June,  and  plus  $2.25  during  all  other 
months. 

3.  Delete  §  987.51  (b)  and  substitute 
the  following: 

(b)  Class  II  milk  price.  The  price  per 
hundredweight  for  Class  n  milk  shall  be 
the  price  determined  pursuant  to  §  987.50 

(c)  plus  10  cents  during  each  of  the 
months  of  March.  April,  May  and  June 
plus  20  cents  during  all  other  months. 

4.  Amend  §  987.81  by  deleting  all  of  the 
section  following  the  colon  and  inserting 
in  lieu  thereof  the  following  “multiply 
the  daily  base  of  such  producer  by  the 
number  of  days  production  delivered  by 
such  producer  to  handlers  during  the 
month.” 

5.  Amend  S  987.82  (b)  by  deleting  the 
entire  paragraph  and  Inserting  in  lieu 
thereof  the  f (lowing: 

(b)  An  entire  base  shall  be  transferred 
from  a  person  holding  such  base  to  any 
other  person,  effective  as  of  the  end  of 
any  month  during  which  an  application 
for  such  transfer  is  received  by  the  mar¬ 
ket  administrator,  such  application  to  be 
on  forms  approved  by  the  market  ad¬ 


ministrator  and  signed  by  the  baseholder 
or  his  heirs,  and  by  the  person  to  whom 
such  base  is  to  be  transferred:  Provided, 
That  if  a  base  is  held  jointly,  the  entire 
base  shall  be  transferable  only  upon  the 
receipt  of  such  application  signed  by  all 
joint  holders,  or  their  heirs,  and  by  the 
person  to  whom  such  base  is  to  be 
transferred. 

6.  Amend  §  987.53  to  read  as  follows: 

§  987.53  Location  differentials  to  han¬ 
dlers.  For  that  milk  which  is  received 
from  producers  at  a  pool  plant  located 
50  miles  or  more  from  the  city  limits  of 
Hattiesburg,  Jackson,  Meadville  or 
Meridian,  Mississippi,  whichever  is 
closest  by  the  shortest  hard-surfaced 
highway  distance  as  determined  by  the 
market  administrator,  and  which  is 
transferred  in  the  form  of  fluid  milk 
products  to  another  pool  plant  and  as¬ 
signed  to  Class  I  pursuant  to  the  pro¬ 
viso  of  this  section,  or  otherwise 
classified  as  Class  I  milk,  the  price 
specified  in  §  987.51  (a)  shall  be  reduced 
at  the  rate  set  forth  in  the  following 
schedule: 


Distance  from  the  city  limits  of  Bates  per 
Hattiesburg,  Jackson,  hundred- 

Meadvllle  or  Meridian,  Mis-  weight 

siss'ippl  (miles) :  (cents) 

80  but  not  more  than  60 _ _ _  10. 0 

For  each  additional  10  miles  or  frac¬ 
tion  thereof,  an  additional _ _  1. 8 


Provided:  That,  for  the  purposes  of  cal¬ 
culating  such  location  differential,  prod¬ 
ucts  so  designated  as  Class  I  milk  which 
are  transferred  between  pool  plants  shall 
be  assigned  to  any  remainder  of  Class 
n  milk  in  the  transferee-plant  after 
making  the  calculations  prescribed  in 
5  987.46  (a)  (1),  (2),  and  (3),  and  the 
comparable  steps  in  §  987.46  (b)  for  such 
plant,  and  after  deducting  from  such 
remainder  an  amount  equal  to  0.05  times 
the  skim  milk  and  butterfat  contained  in 
the  producer  milk  received  at  the  trans¬ 
feree-plant,  such  assignment  to  trans¬ 
feror-plants  to  be  made  first  to  plants 
which  the  location  differential  is 
applicable. 

7.  Amend  §  987.92  to  read  as  follows: 
§  987.92  Location  differential  to  pro¬ 
ducers.  In  making  payments  to  produc¬ 
ers  pursuant  to  §  987.90,  the  applicable 
uniform  prices  to  be  paid  for  producer 
milk  received  at  a  pool  plant  located  50 
miles  or  more  from  the  city  limits  of  Hat¬ 
tiesburg,  Jackson,  Meadville,  or  Merid¬ 
ian,  Mississippi,  whichever  is  closest  by 
the  shortest  hard-surfaced  highway  dis¬ 
tance,  as  determined  by  the  market  ad¬ 
ministrator,  shall  be  reduced  at  the  rate 
set  forth  in  the  following  schedule: 

Distance  from  the  city  limits  of  Bate  per 
Hattiesburg,  Jackson,  Mead-  hundred- 
vllle  or  Meridian,  Mississippi  weight 

(miles) :  (cents) 

60  but  not  more  than  60.-.-.... 10. 0 

For  each  additional  10  miles  or 
fraction  thereof,  an  additional...  1. 8 

[F.  R.  Doc.  66-7628;  Filed.  Sept.  21.  1986; 

8:48  a.m.] 
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DEPARTMENT  OF  THE  TREASURY  DEPARTMENT  OF  THE  INTERIOR 

United  States  Coast  Guard 

[CGPR  56-38] 


Port  Isabel,  Texas 

ADDRESS  AND  DESCRIPTION  OF  CAPTAIN  OF 
THE  PORT  OFFICE  AND  PORT  AREA 

For  the  information  of  those  affected 
by  the  requirements  in  33  CFR  Part  124 
(Control  over  Movement  of  Vessels)  to 
file  advance  notice  of  time  of  arrival  with 
the  local  Captain  of  the  Port  or  the  Coast 
Guard  District  Commander,  the  ad¬ 
dresses  and  descriptions  of  Coast  Guard 
Districts,  as  well  as  Captain  of  the  Port 
Offices  and  port  areas,  were  published  in 
the  Federal  Register  dated  March  12, 
1955  (20  F.  R.  1537-1539),  as  Coast 
Guard  Document  CGFR  55-7  and  Fed¬ 
eral  Register.  Document  55-2100.  The 
“Captain  of  the  Port  Office  and  Port 
Area”  for  Port  Isabel,  Texas,  has  been 
revised  as  follows: 

Eighth  Coast  Guard  District.  •  •  • 

Captain  of  the  Port  Office,  Coast 
Guard  Lifeboat  Station,  Box  38,  Port  Isa¬ 
bel,  Texas.  All  navigable  waters  of  the 
United  States  and  contiguous  land  areas 
within  the  following  boundaries:  On  the 
east  the  97®00'00"  W.  meridian,  on  the 
south  the  Rio  Grande  River,  on  the  west 
the  97‘’50'00"  meridian,  and  on  the  north 
the  26“34'09"  N.  parallel. 

Dated:  September  17,  1956. 

[seal]  J.  a.  Hirshfield, 

Rear  Admiral,'U.  S.  Coast  Guard, 
Acting  Commandant. 

[F.  R.  Doc.  66-7642;  PUed,  Sept.  21,  1956; 

8:50  a.  m.] 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

(Vesting  Order  SA-105,  Arndt.] 
Government  of  Hungary 

In  re:  Debt  owing  to  the  Government 
of  Hungary.  P-34-548. 

Vesting  Order  SA-105,  dated  August 
24,  1956,  is  hereby  amended  as  follows 
and  not  otherwise: 

1.  By  deleting  from  paragraph  1  of 
said  Vesting  Order  SA-105  the  title  “Doc¬ 
tor  A.  Zentay”  and  substituting  therefor 
the  title  “Dr.  Agoston  Zentay”. 

All  other  provisions  of  said  Vesting  Or¬ 
der  SA-105  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur¬ 
suant  thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  .con¬ 
firmed. 

Executed  at  Washington,  D.  C.,  on 
September  18,  1956. 

For  the  Attorney  General. 

[seal]  Dallas  S.  Townsend, 
Assistant  Attorney  General, 

Director,  Office  of  Alien  Property. 

(P.  R.  Doc.  66-7617;  Filed,  Sept.  21,  1056; 

8:45  a.  m.] 

No.  185 - 8 


Bureau  of  Land  Management 

[W-040577] 

Wyoming 

NOTICE  OF  PROPOSED  WITHDRAWAL  AND 
RESERVATION  OF  LANDS 

The  Forest  Service,  Department  of 
Agriculture,  has  filed  an  application.  Se¬ 
rial  No.  Wyoming  040577,  for  the  with¬ 
drawal  of  the  lands  described  below,  from 
all  forms  of  appropriation  under  the  pub¬ 
lic  land  laws  including  the  United  States 
mining  laws  but  not  including  the  min¬ 
eral  leasing  laws. 

The  applicant  desires  the  land  for  an 
administrative  site. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  persons  hav¬ 
ing  cause  may  present  their  objections 
in  writing  to  the  undersigned  official  of 
the  Bureau  of  Land  Management,  De¬ 
partment  of  the  Interior,  Post  Office  Box 
929,  Cheyenne,  Wyoming. 

If  circumstances  warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Register.  A  separate  notice  will 
be  sent  to  each  Interested  party  of  rec¬ 
ord. 

The  lands  involved  in  the  application 
are: 

6th  Principal  Meridian, 

Wtomino 

Big  Horn  National  Forest. 

BIG  GOOSE  ADMINISTRATIVE  SITE 

T.  53  N.,  R.  86  W., 

Sec.  3 :  lot  8; 

Sec.  4 :  lot  5; 

Tract  37. 

T.  54  N.,  R.  86  W,, 

Sec.  34:  lot4,S>^SEV4SEV4. 

Ralph  T.  Carpenter, 
Acting  State  Supervisor. 

[F.  R.  Doc.  56-7620;  Piled,  Sept.  21,  1958; 

8:46  a.  m.] 

DEPARTMENT  OF  COMMERCE 

Federal  Maritime  Board 

Board  of  Port  Commissioners,  Oakland, 
Calif,  and  Encinal  Terminals 

NOTICE  OF  agreement  FILED  WITH  BOARD 
FOR  APPROVAL 

Notice  is  hereby  given  that  the  follow¬ 
ing  described  agreement  has  been  filed 
with  the  Board  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  39 
Stat.  733, 46  U.  S.  C.  814. 

Agreement  No.  8095-1,  between  the 
Board  of  Port  Commissioners,  City  of 
Oakland,  California,  and  Encinal  Termi¬ 
nals,  modifies  Agreement  No.  8095,  be¬ 
tween  the  parties,  covering  the  lease  of 
the  City  of  Oakland’s  Ninth  Avenue 
Terminal,  the  term  of  which  expires 
January  31,  1957,  by  extending  the  term 
of  such  agreement  for  a  further  period 
of  one  year  to  January  31,  1958. 


Interested  parties  may  Inspect  this 
agreement  and  obtain  copies  thereof  at 
the  Regulation  Office,  Federal  Maritime 
Board,  Washington,  D.  C.,  and  may  sub¬ 
mit,  within  20  days  after  publication  of 
this  notice  in  the  Federal  Register,  writ¬ 
ten  statements  with  reference  to  the 
agreement  and  their  position  as  to  ap¬ 
proval,  disapproval,  or  modification,  to¬ 
gether  with  request  for  hearing  should 
such  hearing  be  desired. 

By  order  of  the  Federal  Maritime 
Board. 

Dated:  September  19, 1956. 

[seal]  Geo.  A.  Viehmann, 

Assistant  Secretary. 

(P.  R.  Doc.  56-7687;  Filed,  Sept.  21,  1956; 

8:55  a.  m.] 


[Docket  No.  M-e9  (Sub.  No.  2)  ] 

Pacific  Far  East  Line,  Inc.,  et  al. 

NOTICE  OF  FUTHER  HEARING  ON  APPLICATION 
TO  BAREBOAT  CHARTER  DRY- CARGO  VESSELS 

Notice  is  hereby  given  that  this  pro¬ 
ceeding  has  been  reopened,  and  that  a 
further  public  hearing  will  be  held  pur¬ 
suant  to  section  5  (e)  of  the  Merchant 
Ship  Sales  Act,  1946,  as  amended  (Public 
Law  591,  81st  Cong.)  (50  U.  S.  C.  App. 
1738),  on  October  4,  1956,  at  9:30  a.  m., 
e.  d.  s.  t.,  in  Room  4519,  New  General 
Accounting  Office  Building,  Fifth  and  Q 
Streets  NW.,  Washington,  D.  C.,  upon  the 
application  of  Pacific  Far  East  Line,  Inc., 
and  others,  to  bareboat  charter  vessels 
owned  by  the  Government  for  the  car¬ 
riage  of  Government-sponsored  bulk 
cargoes  and  other  approved  bulk  car¬ 
goes.  All  applications  to  charter  such 
vessels  for  such  purpose  which  are  re¬ 
ceived  before  the  close  of  business  on 
October  3,  1956,  will  be  considered  in 
this  proceeding. 

The  purpose  of  the  hearing  is  to  re¬ 
ceive  evidence  with  respect  to  whether 
the  service  for  which  such  vessels  are 
proposed  to  be  chartered  is  required  in 
the  public  interest  and  is  not  adequately 
served,  and  with  respect  to  the  availabil¬ 
ity  of  privately-owned  American-flag 
vessels  for  charter  on  reasonable  condi¬ 
tions  and  at  reasonable  rates  for  use  in 
such  service.  Evidence  will  be  received 
with  respect  to  any  restrictions  or  con¬ 
ditions  that  may  be  necessary  or  appro¬ 
priate  to  protect  the  public  interest  in 
respect  of  such  charters  as  may  be 
granted  and  to  protect  privately-owned 
vessels  against  competition  from  vessels 
chartered  as  a  result  of  this  proceeding. 

All  persons  having  an  interest  in  the 
application  will  be  given  an  opportunity 
to  be  heard  if  present. 

Dated:  September  20, 1956. 

By  order  of  the  Federal  Maritime 
Board. 

[seal]  Geo.  A.  Viehmann, 

Assistant  Secretary. 

(F.  R.  Doc.  66-7732;  Filed,  Sept.  21,  1966; 

11:10  a.  m.] 
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ATOMIC  ENERGY  COMMISSION 

[Docket  No.  P-4] 

Naval  Research  Laboratory 

NOTICE  OF  ISSUANCE  OF  FACILITY  LICENSE 

Please  take  notice  that  the  Atomic 
Energy  Commission  has  issued  the  fa¬ 
cility  license  set  forth  below  to  the  Naval 
Research  Laboratory,  Washington,  D.  C. 
In  accordance  with  the  procedures  set 
forth  in  the  Commission’s  rules  of  prac¬ 
tice  (10  CFR  Part  2),  the  Commission 
will  direct  the  holding  of  a  formal  hear¬ 
ing  upon  timely  receipt  of  a  request 
therefor  from  the  applicant  or  an  inter- 
venor. 

UCENSE 

No.  R-5 

-1.  Subject  to  the  conditions  and  require¬ 
ments  Incorporated  herein,  the  Atomic 
Energy  Commission  hereby  licenses  the  Naval 
Research  Laboratory,  Washington,  D.  C. 
(hereinafter  referred  to  as  "the  Laboratory") ; 

a.  Pursuant  to  Section  104  c.  of  the  Atomic' 
Energy  Act  of  1954  (hereinafter  referred  to 
as  “the  Act") ,  and  Title  10,  C.  P.  R.,  Chapter 
1,  Part  50,  "Licensing  of  Production  and 
Utilization  Paclllties,"  to  possess  and  operate 
•as  a  utilization  facility  the  nuclear  reactor 

(hereinafter  referred  to  as  "the  facllltjf”) 
designated  below; 

b.  Pursuant  to  the  Act  and  Title  10, 
C.  P.  R.,  Chapter  1,  Part  70,  “Special  Nuclear 
Materials  Reg\ilations,’*  to  receive,  possess 
and  use : 

(1)  6.0  kilograms  of  contained  uranium 
2S5  In  fuel  element  assemblies  as  fuel  for 
operation  of  the  facility; 

(2)  6  grams  of  contained  uranium  235 
In  neutron  measuring  instruments  incor¬ 
porated  in  the  facility. 

c.  Pursuant  to  the  Act  and  Title  10, 
C.  P.  R.,  Chapter  1,  Part  30,  "Licensing  of 
By-Product  Material,"  to  possess,  but  not  to 
separate  from  the  fuel,  such  special  nuclear 
and  by-product  material  as  may  be  produced 
from  operation  of  the  reactor. 

2.  This  license  applies  to  the  nuclear  re¬ 
actor  which  is  owned  by  the  Laboratory  and 
located  in  Washington,  D.  C.,  and  described 
in  the  Laboratory’s  application  dated  April  5, 
1955. 

3.  This  license  shall  be  deemed  to  contain 
and  be  subject  to  the  conditions  specified 
in  Section  50.54  of  Part  60  and  Section  70.32 
of  Part  70;  is  subject  to  all  applicable  provi¬ 
sions  of  the  Atomic  Energy  Act  of  1954  and 
rules,  regulations  and  orders  of  the  Atomic 
Energy  Commission  now  or  hereafter  in 
effect,  including  the  proposed  "Standards  for 
Protection  Against  Radiation"  regulation  ( 10 
CFR  Pait  20)  published  in  the  Federal 
Register  July  15,  1955;  and  is  subject  to 
any  additional  conditions  specified  or  incor¬ 
porated  below. 

4.  The  conditions  and  requirements  con¬ 
tained  in  Appendix  “A”,  attached  hereto, 
are  a  part  of  this  license. 

5.  This  license  is  effective  as  of  the  date 
of  issuance  and  shall  expire  at  midnight. 
April  29,  1975,  unless  sooner  terminated. 

Date  of  issuance:  September  14.  1956. 

Dated  at  Washington,  D.  C.  this  17th 
day  of  September  1956. 

For  the  Atomic  Energy  Commission. 

H.  L.  Price, 
Director, 

Division  of  Civilian  Application. 

APPENDIX  "A** 

1.  Operating  restrictions,  a.  The  Labora¬ 
tory  shall  operate  the  reactor  in  accordance 
with  the  procedures  described  in  its  appli¬ 
cation  dated  April  5,  1955,  and  supplements 
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thereto  dated  December  28,  1963,  January  18, 
1956,  and  July  6.  1956. 

b.  The  Laboratory  shall  not  by-pass  any 
control  mechanism  during  the  operation  of 
the  facility. 

c.  The  Laboratory  shall  not  operate  the  re¬ 
actor  at  power  levels  In  excess  of  100  kilo¬ 
watts. 

d.  The  reactor  shall  be  operated  in  such  a 
manner  that  the  positive  rate  of  change  of 
reactor  power  level  will  not  result  in  a  posi¬ 
tive  reactor  period  less  than  10  seconds. 

e.  The  recator  shall  not  be  operated  with 
an  excess  reactivity  value  exceeding  that  of 
the  delayed  neutron  fraction  above  cold  criti¬ 
cal  for  any  experimental  loading.  Reactivity 
losses  associated  with  xenon,  increasing  re¬ 
actor  temperature,  and  fuel  bum-up  follow¬ 
ing  adjustment  of  the  core  loading  must  be 
Included  in  this  excess  reactivity  limitation. 

f.  The  reactivity  of  all  configurations  of 
the  core  loadings  to  be  utilized  in  operating 
the  reactor  must  be  determined  using  clean 
fuel  elements. 

g.  The  reactor  core  shall  not  be  moved 
from  one  position  to  another  unless  the  core 
loading  is  less  than  2  kilograms  of  n-235  and 
all  control  and  safety  rods  are  fully  within 
the  core. 

II.  Records.  In  addition  to  those  otherwise 
required  imder  this  license,  the  Laboratory 
shall  keep  the  following  records: 

a.  Reactor  operating  records.  Including 
power  levels. 

b.  Record  of  in-pile  irradiations. 

c.  Records  showing  radioactivity  released 
or  discharged  into  the  air  or  water  beyond 
the  effective  control  of  the  Laboratory  as 
measured  at  the  point  of  such  release  or  dis¬ 
charge. 

d.  Records  of  emergency  reactor  scrams. 
Including  reasons  for  emergency  shutdowns. 
-  ni.  Reports.  The  Laboratory  shall  make  a 
prompt  report  to  the  Ck)mmission  of  any 
unusual  operating  incident  of  the  reactor. 

[F.  R.  Doc.  56-7619;  Piled,  Sept.  21,  1956; 
8:45  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  6515] 

Reeve  Aleutian  Airways;  Acquisition  of 
Reeve  Alaska  Airmotive 

NOTICE  OF  postponement  OF  HEARING 

Notice  is  hereby  given  that  hearing  in 
the  above-entitled  proceeding  is  post¬ 
poned  from  September  25,  1956  to  Octo¬ 
ber  9, 1956  at  1:30  p.  m.,  e.  d.  t.,  in  Room 
No.  5855,  Commerce  Building,  Fourteenth 
Street  and  Constitution  Avenue  NW., 
Washington,  D.  C.  before  Examiner  Paul 
N.  Pfeiffer. 

Dated  at  Washington,  D.  C.  Septem¬ 
ber  17,  1956. 

[  SEAL  ]  Francis  W.  Brown, 

Chief  Examiner. 

[P.  R.  Doc.  56-7653;  Piled,  Sept.  21,  1958; 
^  8:51a.m.] 


Railway  Express  Agency,  Inc.; 

Investigation 

notice  of  prehearing  conference 

In  the  matter  of  an  investigation  of  the 
authority  of  Railway  Express  Agency, 
Inc.  to  operate,  pursuant  to  sections  1 
(2) ,  205  (a) ,  412  and  1002  (b)  of  the  act. 

Notice  is  hereby  given  that  a  prehear¬ 
ing  conference  In  the  above-entitled 
matter  is  assigned  to  be  held  on  October 
2,  1956,  at  10  a.  m.,  e.  d.  s.  t.,  in  Room 


5855,  Commerce  Building,  14th  Street 
and  Constitution  Avenue  1^,  Washing¬ 
ton,  D.  C.,  before  Examiner  F.  Merritt 
Ruhlen. 

Dated  at  Washington,  D.  C.,  September 
19,  1956. 

[seal]  Francis  W.  Brown, 

Chief  Examiner. 

[P.  R.  Doc.  66-7652;  Piled,  Sept.  21,  1956; 
8:51  a.  m.] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  10056;  PCC  56M-849] 

Mackay  Radio  and  Telegraph  Co.,  Inc., 

AND  All  American  Cables  and  Radio, 

•  Inc. 

ORDER  SCHEDULING  HEARING 

In  the  matter  of  Mackay  Radio  and 
Telegraph  company,  Inc.  and  All  Amer¬ 
ican  Cables  and  Radio.  Inc.,  application 
for  modification  of  license  to  delete  cer¬ 
tain  conditional  provisions  relating  to 
communication  between  New  York,  New 
York  and  San  Juan,  Puerto  Rico;  Docket 
No.  10056. 

It  is  ordered.  This  13th  day  of  Septem¬ 
ber  1956,  that  hearing  in  the  above-en¬ 
titled  proceeding  will  commence  on  Wed¬ 
nesday,  October  31,  1956,  in  Washington, 
D.  C. 

Federal  Communications 
Commission, 

fSEALl  Mary  Jane  Morris, 

Secretary. 

[F.  R.  Doc.  56-7645;  Piled,  Sept.  21,  1956; 

8:51a.m.] 


[Docket  No.  11775;  PCC  56M-859] 

Radio  Station  KODY  (KODY) 

ORDER  AFTER  PREHEARING  CONFERENCE 

In  re  application  of  John  Alexander, 
George  B.  Dent,  Jr.,  and  Townsend  E. 
Dent  d/b  as  Radio  Station  KODY 
(KODY),  North  Platte,  Nebraska,  for 
construction  permit;  Docket  No.  11775, 
File  No.  BP-10333. 

Appearances.  Appearances  by  counsel, 
all  of  Washington,  D.  C.,  were  as  fol¬ 
lows;  Mr.  Frank  U.  Fletcher  on  behalf 
of  the  applicant.  Radio  Station  KODY 
(KODY) ;  Mr.  D.  F.  Prince  on  behalf  of. 
the  named  respondent.  Radio'  Station 
KSJB;  and  Mr.  Webster  P.  Maxon-  on 
behalf  of  the  Chief,  Broadcast  Bureau, 
Federal  Communications  Commission. 
In  addition  to  these  named  parties,  Mr. 
Dwight  Doty  of  lA^shington,  D.  C.  w’as 
present  as  attorney  for  Meredith  WOW, 
Inc.,  the  licensee  of  Station  WOW, 
which  has  petitioned  for  leave  to  inter¬ 
vene  and  for  enlargement  of  the  issues 
in  this  proceeding. 

1.  Pursuant  to  prior  order,  and  on  Sep¬ 
tember  11, 1956,  a  prehearing  conference 
in  this  proceeding  was  held  and  was  at¬ 
tended  by  counsel  for  the  parties  and 
persons  as  indicated  in  the  statement  of 
appearances  above.  The  transcript  of 
that  conference.  Volume  1,  pages  1 
through  29,  is  made  a  part  of  the  record. 


Saturday,  September  22,  1956 

and  the  matters  determined  at  the  con¬ 
ference  are  hereinafter  stated. 

2.  Counsel  for  Meredith  WOW,  Inc., 
hereinafter  called  petitioner,  attended 
the  conference  and  was  permitted  to  take 
part  in  the  discussions  of  procedural 
matters  then  under  consideration.  Peti¬ 
tioner  has  heretofore  filed  a  petition  for 
leave  to  intervene  and  for  enlargement 
of  the  issues  in  this  proceeding.  The 
petition  has  been  opposed  by  separate 
pleadings  on  behalf  of  the  applicant  and 
Bureau.  The  matters  presented  by  these 
pleadings  have  not  yet  been  decided  by 
the  Commission.  Accordingly,  the  Hear¬ 
ing  Examiner  could  not  accord  to  peti¬ 
tioner  recognition  as  a  party  in  this  pro¬ 
ceeding,  the  initial  judgment  upon  that 
matter  and  the  enlargement  of  the  issues 
being  reserved  to  the  Commission  under 
§  1.741  of  the  rules.  Nevertheless,  some 
consideration  was  given  to  the  views  and 
requests  upon  procedural  matters  ex¬ 
pressed  by  coimsel  for  petitioner,  as  here¬ 
inafter  indicated. 

3.  At  the  conference  a  copy  of  the  ap¬ 
plicant’s  engineering  exhibit,  herein¬ 
after  discussed,  was  supplied  to  peti¬ 
tioner’s  counsel.  A  request  for  postpone¬ 
ment  of  the  hearing  made  by  petitioner’s 
counsel  and  opposed  by  the  applicant 
and  by  Bureau,  was  not  granted.  Upon 
inquiry  by  its  counsel,  petitioner  was  ad¬ 
vised  of  the  Hearing  Examiner’s  tentative 
view  that  at  the  hearing  petitioner  will 
not  be  allowed  to  offer  evidence  or  to 
cross-examine  witnesses  or  otherwise  to 
participate  unless  it  then  shall  have  be¬ 
come  a  named  party  to  the  proceeding; 
this  question  will  be  re-examined  at  the 
hearing  upon  request  by  petitioner  and 
in  the  light  of  such  precedents,  author¬ 
ities,  and  arguments  as  may  then  be 
urged.  Finally,  it  was  recognized  that  if 
this  matter  proceeds  to  and  through 
hearing  as  now  contemplated,  the  hear¬ 
ing  record  may  have  to  be  reopened  to 
adapt  the  procedures  to  the  requirements 
of  the  Commission’s  action  upon  the 
pending  pleadings. 

4.  Counsel  for  the  named  respondent. 
Radio  Station  KSJB,  stated  on  the  record 
early  in  the  conference  that  that  re¬ 
spondent  does  not  desire  either  to  press 
objections  to  a  grant  here  or  to  partici- 

.  pate  further  in  the  proceeding.  Upon 
request  of  respondent’s  counsel  he  was 
thereupon  excused  from  further  attend¬ 
ing  the  hearing  conference  and  he  then 
left  the  hearing  room. 

5.  By  agreement  of  counsel  for  the  ap¬ 
plicant  and  for  Bureau  Shd  with  the 
approval  of  the  Hearing  Examiner  it  was 
determined  that  the  hearing  wili  be  com¬ 
menced  at  9  a.  m.  on  Monday,  Septem¬ 
ber  24,  1956.  Applicant  exchanged  its 
exhibit  upon  all  matters  at  issue  with 
counsel  for  Bureau  and  for  Meredith 
WOW,  Inc.  It  is  expected  that  engi¬ 
neers  for  the  applicant  and  for  Bureau 
will  confer  and  thus  insure  that  the  en¬ 
gineering  exhibit  will  fully  and  correctly 
provide  the  essential  facts  upon  the  mat¬ 
ters  at  issue.  The  parties  expect  that 
the  evidence  will  be  offered  in  written 
form  at  the  hearing  and  without  oral 
verification  or  examination  of  any  sup¬ 
porting  witness. 
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Accordingly,  it  is  ordered.  This  ,18th 
day  of  September  1956,  that  the  terms 
and  provisions  and  conditions  herein¬ 
above  stated  shall  govern  the  course  of 
the  further  proceeding  herein  to  the  ex¬ 
tent  indicated,  unless  this  order  be  modi¬ 
fied  by  the  Hearing  Examiner  or  by  the 
Commission  upon  a  review  thereof ;  and 

It  is  further  ordered.  That  the  hearing 
In  this  proceeding  shall  be  commenced 
at  9  a.  m.  on  Monday,  September  24, 
1956,  at  the  offices  of  the  Commission  in 
Washington,  D.  C. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

[F.  R.  Doc.  56-7646;  Piled,  Sept.  21,  1956; 
8:51  a.  m.] 


[Docket  Nos.  11818,  11819;  PCC  56M-8541 

Sepia  Broadcasting  Co.  and 
Radio  Pine  Bluff 

order  scheduling  hearing 

In  re  applications  of  Mrs.  Mary  Davis 
Barland  and-Mrs.  Juanita  L.  Wilson  d/b 
as  Sepia  Broadcasting  Company,  Little 
Rock,  Arkansas,  Docket  No.  11818,  File 
No.  BP-10125;  W.  L.  Kent  tr/as  Radio 
Pine  Bluff,  Pine  Bluff,  Arkansas,  Docket 
No,  11819,  File  No.  BP-10526;  for  con¬ 
struction  permits. 

It  is  ordered.  This  14th  day  of  Sep¬ 
tember  1956,  that  Elizabeth  C.  Smith 
will  preside  at  the  hearing  in  the  above- 
entitled  proceeding  which  is  hereby 
scheduled  to  commence  on  November  15, 
1956,  in  Washington,  D.  C. 

Released:  September  18,  1956. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

[F.  R.  Doc.  56-7647;  Filed,  Sept,  21,  1956; 
8:51  a.  m.] 


[Docket  No.  11820;  FCC  56M-855] 
Wayne  Broadcasting  Co. 
order  scheduling  hearing 

In  re  application  of  T.  C.  Collins  & 
Herman  Morris,  d/b  as  Wayne  Broad¬ 
casting  Company,  Jesup,  Georgia,  for 
construction  permit  for  new  standard 
broadcast  station;  Docket  No.  11820,  File 
No.  BP-10375. 

It  is  ordered.  This  14th  day  of  Sep¬ 
tember  1956,  that  Hugh  B.  Hutchison 
will  preside  at  the  hearing  in  the  above- 
entitled  proceeding  which  is  hereby 
scheduled  to  commerce  on  November  15, 
1956,  in  Washington,  D.  C. 

Released;  September  18,  1956. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

[F.  R.  Doc.  56-7648;  Filed,  Sept.  21,  1956; 
8:51  a.  m.] 
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FEDERAL  POWER  COMMISSION 

[Docket  No.  G-10458] 

Cities  Service  Gas  Co. 
notice  of  application 

September  17,  1956. 

Take  notice  that  Cities  Service  Gas 
Company  (Applicant),  a  Delaware  cor¬ 
poration  with  principal  place  of  business 
at  Oklahoma  City,  Oklahoma,  filed  on 
May  23,  1956,  an  application  (1)  for  a 
certificate  of  public  .convenience  and 
necessity  pursuant  to  section  7  (c)  of  the 
Natural  cias  Act  (act)  and  (2)  for  per¬ 
mission  to  abandon  certain  existing  nat¬ 
ural  gas  facilities  and  service  rendered 
thereby,  pursuant  to  section  7  (b)  of  the 
act,  authorizing  Applicant  to  construct 
and  operate  certain  natural  gas  facilities 
in  a  new  location  as  substantial  replace¬ 
ment  for  the  facilities  and  service  pro¬ 
posed  to  be  abandoned  as  hereinafter 
described,  subject  to  the  jurisdiction  of 
the  Commission,  all  as  more  fully  repre¬ 
sented  in  the  application  which  is  on 
file  with  the  Commission  and  open  for 
public  inspection. 

The  facilities  proposed  to  be  con¬ 
structed  and  operated  by  Applicant  at  an 
estimated  total  cost  of  $146,000  consist 
of: 

(1)  Approximately  6.5  miles  of  8-inch 
lateral  transmission  line  extending  pri¬ 
marily  North  thence  East  from  a  point 
of  interconnection  with  Applicant’s  ex¬ 
isting  12-inch  Ottawa-Sedalia  transmis¬ 
sion  linein  the  NW4,  S19,  T45N,  R30W,  to 
the  Ralph  Green  (electric  generating) 
power  plant  of  Missouri  Public  Service 
Company  in  the  NE4,  S19,  T46N,  R30W, 
all  in  Cass  County,  Missouri. 

These  facilities  will  be  used  in  part  to 
transport  and  deliver  natural  gas  to  the 
Gas  Service  Company  for  resale  and  dis¬ 
tribution  by  said  company  in  Pleasant 
Hill,  Cass  County  and  in  Lone  Jack,  Jack- 
son  County,  Missouri,  in  lieu  of  the 
facilities  now  used  to  serve  these  towns 
which  are  proposed  to  be  abandoned.  In 
addition,  these  facilities  will  be  used  to 
transport  and  deliver  on  an  interruptible 
basis  the  partial  requirements,  viz.  the 
excess  over  1,000  Mcf  per  day  at  14.73 
psia,  of  the  Ralph  Green  power  plant,  a 
new  industrial  customer  of  Applicant. 

(2)  As  a  continuation  of  (1)  above,  ap¬ 
proximately  3  miles  of  4-inch  lateral 
transmission  line  extending  almost  equi¬ 
distant  North  thence  East  from  the 
aforesaid  Ralph  Green  power  plant  to  a 
point  of  interconnection  with  Applicant’s 
existing  Pleasant  Hill-Lone  Jack  lateral 
transmission  line  near  the  Southern 
terminus  thereof  in  SW4,  S8,  T46N, 
R30W,  Cass  County,  Missouri. 

These  facilities  will  be  used  to  trans¬ 
port  and  deliver  natural  gas  to  The  Gas 
Service  Company  for  resale  and  distri¬ 
bution  by  said  company  in  Pleasant  Hill, 
Cass  County  and  in  Lone  Jack,  Jackson 
County,  Missouri,  in  lieu  of  the  facilities 
now  used  to  serve  these  towns  which  are 
proposed  to  be  abandoned. 

(3)  Approximtaely  1.25  miles  of 
2-inch  lateral  transmission  line  extend¬ 
ing  North  from  a  point  of  interconnec¬ 
tion  with  Applicant’s  existing,  12-inch 
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Ottawa-Sedalia  transmission  line  in  the 
NE4,  S12,  T45N,  R29W,  to  the  present 
town  border  of  Kingsville,  Missouri,  in 
the  SE4.  836.  T46N,  R29W,  all  in  John¬ 
son  County,  Missouri. 

These  facilities  will  be  used  to  trans¬ 
port  and  deliver  natural  gas  to  The  Gas 
Service  Company  for  resale  and  distri¬ 
bution  by  said  company  in  Kingsville, 
Johnson  County,  Missouri,  in  lieu  of  the 
facilities  now  used  to  serve  this  town 
which  are  proposed  to  be  abandoned. 

(4)  Approximately  .75  mile  of  4-inch 
lateral  transmission  line  extending 
South  from  a  point  of  interconnection 
with  Applicant’s  existing  12-inch  Ot¬ 
tawa-Sedalia  transmission  line  in  the 
SE4,  S3,  T45N,  R28W,  to  the  present 
town  border  of  Holden,  Missouri,  in  the 
NW4,  Sll,  T45N,  R28W,  all  in  Johnson 
County,  Missouri. 

These  facilities  will  be  used  to  trans¬ 
port  and  deliver  natmal  gas  to  The  Gas 
Service  Company  for  resale  and  distri¬ 
bution  by  said  company  in  Holden,  John¬ 
son  County,  Missouri,  in  lieu  of  the  facili¬ 
ties  now  used  to  serve  this  town  which 
are  proposed  to  be  abandoned. 

The  facilities  proposed  to  be  aban- 
doned  and  reclaimed  by  Applicant  con¬ 
sist  of  approximately  17.2  miles  of  6-inch 
lateral  transmission  line  extending 
northwesterly  from  Holden,  Johnson 
County,  Missouri,  (NW4,  Sll,  T45N, 
R28W)  to  a  point  of  cross  connection 
with  Applicant’s  existing  12-inch  Ot¬ 
tawa -S^alia  transmission  line;  thence 
to  Kingsville,  Johnson  County,  Missouri; 
thence  through  Strasburg,  Jackson 
County,  Missouri;  and  thence  curving 
North  to  a  point  of  interconnection  with 
and  near  the  midpoint  of  Applicant’s  ex¬ 
isting  Pleasant  Hill-Lone  Jack  lateral 
line. 

The  application  states  that  no  change 
in  service  is  involved  in  this  project  ex¬ 
cept  as  to  eight  individual  resale  tap  con¬ 
sumers  located  along  the  facilities  pro¬ 
posed  to  be  abandoned,  which  consumers 
will  be  such  a  distance  from  Applicant’s 
facilities  after  the  proposed  rearrange¬ 
ment  as  to  render  reconnecting  said  con¬ 
sumers  impracticable.  Applicant  pro¬ 
poses  to  abandon  the  service  now  ren¬ 
dered  these  eight  consumers. 

Applicant  states  that  practically  all  of 
the  facilities  to  be  reclaimed  will  be  used 
again  and  have  an  estimated  salvage 
value  of  $41,000.  The  total  cost  of  re¬ 
claiming  these  facilities  is  estimated  to 
be  $35,000.  The  net  salvage  value  is 
$6,000. 

'The  estimated  total  cost  of  the  com¬ 
plete  project  is  estimated  to  be  $140,000 
which  will  be  financed  by  Applicant  out 
of  treasury  cash. 

The  application  further  states  that  it 
Is  the  policy  of  Applicant  to  expand  its 
system  to  meet  the  increasing  peak  day 
firm  demands  of  its  existing  customers; 
that  the  facilities  listed  above  constitute 
only  enlargements  to  serve  increased 
firm  demands  of  existing  Jurisdictional 
customers  of  Applicant;  that  no  new 
sales  or  service  are  contemplated  except 
the  proposed  direct  industrial  sale  to 
Ralph  Green  power  plant;  that  the  pro¬ 
posed  sale  by  Applicant  would  have  no 
substantial  over-all  effect  on  Applicant’s 
gas  reserves  and  would  not  reduce  the 


life  index  of  Applicant’s  gas  reserves  by 
a  period  of  one  year  or  more;  that  the 
proposed  sale  would  not  impair  service  to 
any  existing  customers  of  Applicant;  that 
the  proposed  sale  by  Applicant  would 
assist  in  maintaining  Applicant’s  over-all 
system  load  factor  and  particularly  on 
the  Ottawa-Sedalia-Carrollton  portion 
of  its  system  where  peak  day  firm  de¬ 
mands  are  increasing  at  a  faster  rate 
than  on  the  balance  of  Applicant’s  sys¬ 
tem,  thus  making  it  extremely  important 
for  Applicant  to  fill  in  the  “valleys”  cre¬ 
ated  by  such  peak  day  firm  demands 
during  off-peak  periods  by  sales  of  the 
kind  and  character  involved  herein  in 
order  to  maintain  rates  to  firm  customers 
at  the  lowest  reasonable  level;  that  the 
proposed  sale  would  result  in  substantial 
economies  to  Missouri  Public  Service 
Company  in  its  cost  of  fuel  at  said  plant 
as  against  the  cost  of  another  competi¬ 
tive  fuel  now  being  used ;  that  by  reason 
of  the  age  and  condition  of  the  facilities 
sought  to  be  abandoned  Applicant  is  in¬ 
curring  excessive  losses  of  gas  (presently 
around  30  percent)  due  to  leakage  along 
the  entire  length  thereof  and  incurring 
excessive  maintenance  costs  which  ren¬ 
der  the  continued  future  operation  of 
such  facilities  ineflOcient;  and  that  it  is 
not  economical  to  undertake  the  exten¬ 
sive  repairs  required. 

This  matter  is  one  that  should  be  dis¬ 
posed  of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  protests  or 
petitions  to  intervene  may  be  filed  with 
the  Federal  Power  Commission,  Wash¬ 
ington  25,  D.  C.,  in  accordance  with  the 
rules  of  practice  and  procedure  (18  CFR 
1.8  or  1.10)  on  or  before  October  10, 1956. 

[seal]  Leon  M.  Puquay, 

Secretary. 

[P.  R.  Doc.  56-7623;  Filed,  Sept.  21,  1956; 

8:46  a.  m.] 


[Docket  No.  <3-10588,  G-10638] 

K*nsas-Nebraska  Natural  Gas  Co.,  Inc. 

AND  Northern  Natural  Gas  Co. 

notice  of  applications 

September  17,  1956. 

Take  notice  that  there  have  been  filed 
with  the  Federal  Power  Commission  ap¬ 
plications  for  certificates  of  public  con¬ 
venience  and  necessity,  pursuant  to  the 
Natural  Gas  Act  authorizing  the  con¬ 
struction  and  operation  of  facilities  and 
the  sale  and  delivery  of  natural  gas  as 
hereinafter  described  subject  to  the 
jurisdiction  of  the  Commission,  all  as 
more  fully  represented  in  the  applica¬ 
tions,  now  on  file  with  the  Commission 
and  open  to  public  inspection. 

Kansas-Nebraska  Natural  Gas  Co., 
Inc.  (Kansas-Nebraska)  filed  on  June  14, 
1956  at  Docket  No.  0-10588,  an  applica¬ 
tion  for  a  certificate  of  public  conven¬ 
ience  and  necessity  authorizing  the  sale 
of  gas  to  Northern  Natural  Gas  Co. 
(Northern)  and  the  construction  and 
operation  of  such  facilities  described  In 
the  application  as  require  certifications. 
The  proposed  facilities  involved  in  the 
sale  and  delivery  to  Northern  by  Kansas- 


Nebraska  are  approximately  29.7  miles 
of  12%  inch  pipeline  described  as  a  main 
gathering  line,  extending  from  the  Cam- 
rick  Field  in  Texas  County,  Oklahoma  to 
a  point  of  delivery  at  Northern’s  Liberal 
Station,  in  Stevens  County,  Kansas,  to¬ 
gether  with  approximately  31.6  miles  of 
lines  in  the  Camrick  Field  varying  in 
diameter  from  4  to  10  inches  which  will 
collect  gas  at  the  wells  and  transport  it 
to  the  12%  inch  line,  surface  equipment 
for  27  wells  and  measuring  equipment  at 
the  point  of  delivery. 

On  June  22,  1956  Northern  filed  at 
Docket  No.  G-10638  an  application  for  a 
certificate  of  public  convenience  and 
necessity  authorizing  the  installation  of 
a  side  valve  connection  on  the  discharge 
side  of  its  Liberal  Station  into  the  Lib- 
eral-Sublette  20  inch  line. 

The  above  entitled  matters  have  been 
consolidated  and  scheduled  for  hearing 
on  October  15,  at  10  a.  m.,  e.  d.  s.  t.,  by 
notice  dated  September  11, 1956. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis¬ 
sion,  Washington  25,  D.  C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  October 
2,  1956. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[P.  R.  Doc.  56-7624;  Piled,  Sept.  21,  1956; 

8:47  a.  m.] 


[Docket  No.  G-10730] 

Natural  Gas  Company  Of  West  Vir.ciNiA 
notice  of  application  and  date 

OF  HEARING 

September  17, 1956. 

Take  notice  that  Natural  Gas  Com¬ 
pany  of  West  Virginia,  a  West  Virginia 
corporation  and  a  subsidiary  of  The 
Columbia  Gas  System,  Inc.,  having  its 
principal  place  of  business  in  Pitts¬ 
burgh,  Pennsylvania,  Applicant,  filed  on 
July  11,  1956,  an  application,  and  on 
August  2, 1956,  a  supplement  thereto,  for 
a  certificate  of  public  convenience  and 
necessity,  pursuant  to  section  7  of  the 
Natural  Gas  Act,  authorizing  it  to  con¬ 
struct  and  operate  certain  natural  gas 
facilities,  as  hereinafter  described,  sub¬ 
ject  to  the  jurisdiction  of  the  Commis¬ 
sion,  all  as  more  fully  represented  in  the 
application  which  is  on  file  with  the 
Commission  and  open  for  public  inspec¬ 
tion. 

Applicant  proposes  to  construct  5,200 
feet  of  5V2  inch  O.  D.  pipe  line  extending 
from  Line  6015  to  a  regulating  and  meas¬ 
uring  station  to  be  installed  by  Appli¬ 
cant  on  the  premises  of  the  Malvern 
Flue  Lining,  Inc.,  in  Brown  Township, 
Carroll  County,  Ohio,  together  with 
valves,  piping,  and  incidental  facilities 
necessary  for  practical  operation. 

'The  prospective  customer,  Malvern 
Flue  Lining,  Inc.,  wishes  to  substitute 
natural  gas  for  coal  in  firing  clay  prod¬ 
ucts  in  its  23  periodic  kilns  and  in  re¬ 
lated  operations.  It  is  estimated  that 
gas  requirements  will  be  600  Mcf  per 
day  and  180,000  Mcf  per  year  under  nor¬ 
mal  operating  conditions.  Peak  deliv¬ 
eries  are  estimated  at  80  Mcf  per  hour. 
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Saturday,  September  22,  1956 

Applicant  Jnas  estimated  the  cost  of 
the  proposed  facilities  at  $24,000  to  be 
paid  out  of  cash  on  hand. 

This  matter  is  one  that  should  be  dis¬ 
posed  of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act,  and  the 
Commission’s  Rules  of  Practice  and  Pro¬ 
cedure,  a  hearing  will  be  held  on  Tuesday, 
October  22,  1956,  at  9:30  a.  m.,  e.  d.  s.  t., 
in  a  hearing  room  of  the  Federal  Power 
Commission,  441  G  Street  NW.,  Wash¬ 
ington,  D.  C.,  concerning  the  matters  in¬ 
volved  in  and  the  issues  presented  by  such 
application:  Provided,  however.  That  the 
Commission  may,  after  a  non-contested 
hearing,  dispose  of  the  proceedings  pur- 
^suant  to  the  provisions  of  §  1.30  (c)  (1) 
or  (2)  of  the  Commission’s  rules  of  prac¬ 
tice  and  procedure. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis¬ 
sion,  Washington  25,  D.  C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  OFR  1.8  or  1.10)  on  or  before  October 
8,  1956.  Failure  of  any  party  to  appear 
at  and  participate  in  the  hearing  shall  be 
construed  as  waiver  of  and  concurrence 
in  omission  of  the  intermediate  decision 
procedure  in  cases  where  a  request  there¬ 
for  is  made.  Under  the  procedure  herein 
provided  for,  unless  otherwise  advised,  it 
will  be  unnecessary  for  Applicant  to  ap¬ 
pear  or  be  represented  at  the  hearing. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[P.  R.  Doc.  66-7626;  Piled,  Sept.  21,  1956; 

'8:47  a.  m.J  , 


GENERAL  SERVICES  ADMIN¬ 
ISTRATION 

Secretary  of  Combierce 

DELEGATION  OF  AUTHORITY  AUTHORIZING 
NEGOTIATION  OF  CONTRACTS  WITH  FIRMS, 
INSTITUTIONS  AND  ASSOCIATIONS  FOR  PRO¬ 
FESSIONAL  ENGINEERING  AND  ACCOUNTING 
SERVICES  AND  RESEARCH  SERVICES 

1.  Pursuant  to  the  authority  vested  in 
me  by  the  Federal  Property  and  Ad¬ 
ministrative  Services  Act  of  1949  (63 
Stat.  377) ,  as  amended,  herein  called  the 
Act,  authority  is  hereby  delegated  for  the 
period  ending  June  30,  1959,  to  the  Sec¬ 
retary  of  Commerce  to  negotiate,  without 
advertising,  certain  contracts  required  by 
the  Bureau  of  Public 'Roads  in  the  ad¬ 
ministration  of  its  highway  program, 
viz.,  contracts  for  professional  engineer¬ 
ing  and  accounting  services  and  for  re¬ 
search  work  under  sections  302  (c)  (4) 
and  302  (c)  (10)  of  the  act,  respectively. 

2.  This  delegation  of  authority  shall 
be  subject  to  all  provisions  of  Title  ni 
of  the  said  act  with  respect  to  negotiated 
contracts,  and  to  all  other  provisions  of 
law. 

3.  The  authority  herein  delegated  un¬ 
der  sectio'&,302  (c)  (10)  of  the  act  may 
be  redelegated  only  to  a  chief  oflflcer  of 
the  Department  of  Commerce  respon¬ 


sible  for  procurement  and  only  with  re¬ 
spect  to  contracts  which  will  not  require 
expenditure  of  more  than  $25,000,  as 
provided  by  section  307  (b)  of  the  act. 

4.  This  delegation  shall  be  effective  as 
of  the  date  hereof. 

Franklin  G.  Floete, 
Administrator. 

September  17,  1956. 

[P.  R.  Doc.  66-7636;  Piled,  Sept.  21,  1956; 
8:49  a.  m.] 


INTERSTATE  COMMERCE 
COMMISSION 

Fourth  Section  Applications  For 
Relief 

September  19,  1956. 
Protests  to  the  granting  of  an  applica¬ 
tion  must  be  prepared  in  accordance  with 
Rule  40  of  the  general  rules  of  practice 
(49  CFR  1.40)  and  filed  within  15  days 
from  the  date  of  publication  of  this  no¬ 
tice  in  the  Federal  Register. 

LONG-AND-SHORT-HA’JL 

FSA  No.  32648 :  Asphalt — Mid  Contin- 
ent  and  Southwest  to  Iowa.  Filed  by 
F.  C.  Kratzmeir,  Agent,  for  interested 
rail  carriers.  Rates  on  asphalt  (asphal- 
tum) ,  natural,  by-products  or  petroleum 
(other  than  paint,  stain  or  varnish), 
tank-car  loads  from  specified  points  in 
Arkansas,  Kansas,  Louisiana,  Missouri, 
New  Mexico,  Oklahoma  and  Texas  to 
local  and  common  points  in  Iowa  on  the 
Fort  Dodge,  Des  Moines  &  Southern 
Railway. 

Grounds  for  relief :  Carrier  and  market 
competition  and  circuitous  routes. 

Tariff:  Suppleqient  294  to  Agent 
Kratzmeir’s  I.  C.  C.  3825. 

FSA  No.  32649:  Magnesium  anodes — 
Velasco,  Tex.,  to  Listerhill,  Ala.  Filed  by 
F.  C.  Kratzmeir,  Agent,  for  interested 
rail  carriers.  Rates  on  magnesium  metal 
and  magnesium  alloy  anodes,  straight  or 
mixed  carloads  from  Velasco,  Tex.,  to 
Listerhill,  Ala. 

V  Grounds  for  relief :  Short-line  distance 
formula,  competition  of  barge-truck 
lines  and  circuitous  routes. 

Tariff:  Supplement  246  to  Agent 
Kratzmeir’s  I.  C.  C.  4139. 

FSA  No.  32650:  Anhydrous  ammonia — 
Canada  to*  western  points.  Filed  by 
W.  J.  Prueter,  Agent,  for  interested  rail 
carriers.  Rates  on  anhydrous  ammonia, 
tank-car  loads  from  Calgary  and  Fort 
Saskatchewan,  Alta.,  Canada  to  class 
rate  base  points  taking  same  rates  in 
Colorado,  Iowa,  Kansas,  Michigan  (up¬ 
per  peninsula),  Minnesota,  North  Da¬ 
kota,  South  Dakota,  Wisconsin  and  Wyo¬ 
ming. 

Grounds  for  relief:  Short-line  dis¬ 
tance  formula  and  circuitous  routes. 

Tariffs:  Canadian  National  Railways 
tariff  I.  C..C.  W.  681.  Canadian  Pacific 
Railway  Company’s  1.  C.  C.  W.  1048. 

FSA  No.  32651:  Fertilizer  solutions— 
Canada  to  western  points.  Filed  by 
W.  J.  Prueter,  Agent,  for  interested  rail 
carriers.  Rates  on  fertilizer  solutions, 
namely,  nitrogen  fertilizer  solution  or 
fertilizer  ammoniating  solution,  car¬ 


loads,  and  phosphate  fertilizer  solution, 
tank-car  loads  from  (^Igary  and  Fort 
Saskatchewan,  Alta.,  and  Warfield,  B.  C., 
Canada  to  base  points  and  points 
grouped  therewith  in  Colorado,  Iowa, 
Kansas,  Michigan  (upper-peninsula), 
Minnesota,  Missouri,  Nebraska,  North 
Dakota,  South  Dakota,  Wisconsin  and 
Wyoming. 

Grounds  for  relief :  Short-line  distance 
formula  and  circuitous  routes. 

Tariffs:  Canadian  National  Railways 
tariff  I.  C.  C.  No.  W.  68l.  Canadian 
Pacific  Railway  Company’s  I.  C.  C.  No. 
W.  1048. 

By  the  Commission. 

[seal]  Harold  D.  McCoy, 

Secretary. 

[F.  R.  Doc.  66-7635;  Piled,  Sept.  21,  1956; 

8:49  a.  m.] 

DEPARTMENT  OF  AGRICULTURE 

Office  of  the  Secretary 

Utah  and  Texas 

DISASTER  ASSISTANCE ;  DELINEATION  OF 
DROUGHT  AREAS 

Pursuant  to  Public  Law  875,  81st  Con¬ 
gress,  the  President  determined  on  June 
15, 1956,  that  a  major  disaster  occasioned 
by  drought  existed  in  the  State  of  Utah, 
and  the  President  also  determined  on 
July  21, 1954,  that  a  major  disaster  occa¬ 
sioned  by  drought  existed  in  the  State  of 
Texas  and  extended  that  determination 
on  September  19, 1955. 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator,  Federal  Civil 
Defense  Administration  (18  F.  R.  4609; 
19  F.  R.  2148,  5364) ,  and  for  the  purposes 
of  section  2  (d)  of  Public  Law  38,  81st 
Congress,  as  amended  by  Public  Law  115, 
83d  Congress,  and  section  301  of  Public 
Law  480,  83d  Congress,  the  following 
counties  were  determined  on  the  dates 
indicated  to  be  affected  by  the  above- 
mentioned  ma  j  or  disasters : 

Utah 

Determined  on  September  7, 1966: 

Beaver  Millard 

Garfield  Piute 

Iron  Sevier 

Kane 

Texas 

Determined  on  September  12, 1956: 

Austin  Calhoun 

Briscoe  Dawson 

Done  at  Washington,  D.  C.,  this  19th 
day  of  September  1956. 

[seal]  True  D.  Morse, 

Acting  Secretary. 

[F.  R.  Doc.  56-7686;  Filed,  Sept.  21,  1956; 

8:55  a.  m.] 


Utah 

DISASTER  assistance;  DELINEATION  OF 
DROUGHT  AREA 

Pursuant  to  Public  Law  875,  81st  Con¬ 
gress.  the  President  determined  on  June 
IS,  1956,  that  a  major  disaster  occasioned 
by  drought  existed  in  the  State  of  Utah. 
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NOTICES 


Pursuant  to  the  authority  delegated  to^ 
me  by  the  Administrator,  Federal  Civil 
Defense  Adminstration  (18  F.  R.  4609; 
19  F.  R.  2148.  5364;  20  F.  R.  4664) ,  and 
for  the  purposes  of  section  2  (d)  of  Pub¬ 
lic  Law  38.  81st  Congress,  as  amended  by 
Public  Law  115,  83d  Congress,  and  sec¬ 
tion  301  of  Public  Law  480,  83d  Congress, 
the  following  counties  in  the  State  of 
Utah  were  determined  on  July  31,  1956, 
to  be  affected  by  the  above-mentioned 
major  disaster. 

Utah 

Emery  Wayne 

Done  at  Washington,  D.  C.,  this  19th 
day  of  September  1956. 

[seal]  Trtje  D.  Morse, 

Acting  Secretary. 

[F.  R.  Doc.  56-3633;  Piled,  Sept.  21,  1956; 

8:49  a.  m.] 


Ci^RTAiN  States 

DISASTER  assistance:  DELINEATION  OF 
DROUGHT  AREAS 

Pursuant  to  Public  Law  875,  81st  Con¬ 
gress,  the  President  determined  on  Au¬ 
gust  26, 1954,  that  a  major  disaster  occa¬ 
sioned  by  drought  existed  in  the  State  of 
Kansas;  the  President  determined  on 
February  27,  1956,  that  major  disasters 
occasioned  by  drought  existed  in  the 
States  of  New  Mexico  and  Oklahoma; 
and  the  President  also  determined  on 
July  21,  1954,  that  a  major  disaster  occa¬ 
sioned  by  drought  existed  in  the  State 
of  Texas  and  extended  that  determina¬ 
tion  on  September  19,  1955. 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator,  Federal  Civil 
Defense  Administration  (18  F.  R.  4609; 
19  F.  R.  2148,  5364;  20  F.  R.  4664),  and 
for  the  purposes  of  section  2  (d)  of  Pub¬ 
lic  Law  38,  81st  Congress,  as  amended 
by  Public  Law  115,  83d  Congress,  and 
section  301  of  Public  Law  480,  83d  Con¬ 
gress,  the  following  counties  were  deter¬ 
mined  on  the  dates  indicated  to  be  af¬ 
fected  by  the  above-mentioned  major 
disasters: 

Kansas 

Determined  on  September  12,  1956: 

Brown  Smith 

Nemaha  Marshall 

Ellis 

New  Mexico 

Determined  on  September  10,  1956: 
McKinley  Valencia 

Rio  Arriba 

Oklahoma 

Determined  on  September  12,  1956: 

Blaine  Kiowa 

Jackson  Harmon 

Canadian 

Texas 

Determined  on  September  12,  1956: 

Fort  Bend  Wharton 

Waller  Parmer 

Lynn 

Done  at  Washington,  D.  C.,  this  18th 
day  of  September  1956. 

[SEAL]  True  D.  Morse, 

Acting  Secretary. 

IF.  R.  Doc.  56-7634;  Filed.  Sept.  21,  1956; 
8:49  a.  m.] 


Rurol  Electrification  Administration 

lAdminlfltrative  Order  5497] 

Utah 

LOAN  announcement 

August  2, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

Utah  6Z  Garfield _ _ $410,000 


[seal]  David  A.  Hamil, 

Administrator. 

[F.  R.  Doc.  56-7654;  Piled.  Sept.  21,  1956; 
8:51  a.  m.] 


[Administrative  Order  5498] 
Tennessee 

LOAN  ANNOUNCEMENT 

August  3, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Elec¬ 
trification  Administration: 


Loan  designation:  Amount 

Tennessee  S4F  Hardin _ $845,  000 


[seal]  David  A.  Hamil, 

Administrator. 

[F.  R.  Doc.  66-7655;  Piled.  Sept.  21,  1956; 
8:51  a.  m.] 


[Administrative  Order  5499] 
Arizona 

LOAN  ANNOUNCEMENT 

August  3, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electrifi¬ 
cation  Administration: 


Loan  designation:  Amount 

Arizona  22K  Kingman _ $25, 000 


[seal]  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  66-7656;  Piled,  Sept.  21.  1956; 
8:51  a.  m.] 


[Administrative  Order  5500] 
Kentucky 

LOAN  announcement 

August  3, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 


ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amount 

Kentucky  S7U  Owen......_.._..  $720,000 


[SEAL]  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  56-7657;  Piled,  Sept.  21,  1956; 
8:51  a.'m.]  ■ 


[Administrative  Order  5501] 

Texas 

LOAN  announcement 

August  7, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 


tion  Administration: 

Loan  designation:  Amount 

Texas  33C  Bryan  Public _ $1, 350, 000 


[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[F.  R.  Doc.  56-7658;  Piled,  Sept.  21,  1956; 
8:51  a.  m.] 


[Administrative  Order  5502] 

INDUNA 

AMENDMENT  TO  LOAN  ANNOUNCEMENT 

August  8, 1956. 

I  hereby  amend:  (a)  Administrative 
Order  No.  2663,  dated  May  11,  1950,  by 
reducing  the  loan  of  $10,000  therein 
made  for  “Indiana  47M  Orange"  ,  by 
$4,544  so  that  the  reduced  loan  shall  be 
$5,456. 

[seal]  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  56-7659;  Piled,  Sept.  21,  1956; 
8:51a.m.] 


[Administrative  Order  5503] 
Wisconsin 

amendment  to  loan  announcement 
August  8,  1956. 

I  hereby  amend:  (a)  Administrative 
Order  No.  232,  dated  April  1,  1938,  by 
reducing  the  allocation  of  $10,000  therein 
made  for  “Wisconsin  8014W1  Oconto"  by 
$11.91  so  that  the  reduced  allocation 
shall  be  $9,988.09; 

(b)  Administrative  Order  No.  444, 
dated  March  23,  1940,  by  reducing  the 
allocation  of  $10,000  therein  made  for 
“Wisconsin  0014W2  Oconto”  by  $6,009.72 
so  that  the  reduced  allocation  shall  be 
$3,990.28;  and 

(c)  Administrative  Order  No.  675, 
dated  February  19,  1942,  by  rescinding 
the  allocation  of  $10,000  therein  made 
for  “Wisconsin  201483  Oconto". 

[seal]  David  A.'Hamil, 

Administrator. 

[P.  R.  Doc.  56-7660;  Piled,  Sept.  21,  1966; 

8:51  a.  m.] 


Saturday,  September  22,  1956 

[Administrative  Order  5504] 

Texas 

LOAN  ANNOUNCEMENT 

August  9, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

Texas  65U  Riisk _ $255,  000 


[SEAL]  David  A.  Hamil, 

Administrator. 

[F.  R.  Doc.  56-7661;  Piled,  Sept.  21,  1956; 
8:52  a.  m.] 


[Administrative  Order  5505] 

*  Georgu 

LOAN  ANNOUNCEMENT 

August  10, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 


Administration: 

Loan  designation:  Amount 

Georgia  42P  Toombs _ $265, 000 


[seal]  «  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  56-7662;  Piled,  Sept.  21,  1956; 
8:52  a.  m.] 


[Administrative  Order  5506] 
Arkansas 

LOAN  announcement 

August  13,  1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


FEDERAL  REGISTER 

Loan  designation:  Amount 

Texas  41X  Panola _ _ _ $90, 000 

[SEAL]  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  56-7664:  Piled,  Sept.  21,  1956; 
8:52  a.  m.] 


[Administrative  Order  5508] 
Louisiana 

LOAN  ANNOUNCEMENT 

August  14, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 

Loan  designation :  Amount 

Louisiana  15R  Polnte  Coupee____  $100, 000 

[SEAL]  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  56-7665;  Piled,  Sept.  21,  1956; 
8:52  a.  m.] 


[Administrative  Order  5509] 

North  Carolina 

LOAN  ANNOUNCEMENT 

August  14, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

North  Carolina  55N  Craven - $50,000 

[seal]  ■  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  56-7666;  Piled.  Sept.  21,  1956; 
8:52  a.  m.] 


[Administrative  Order  5510] 
Pennsylvania 
LOAN  announcement 

August  16, 1956. 

Pursuant  to  the  provisions  of  the 
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amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

Illinois  23T  Sangamon _ $184, 000 


[seal]  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  56-7668;  Piled,  Sept.  21,  1956; 
8:52  a.  m.] 


[Administrative  Order  5512] 

Wyoming 

LOAN  ANNOUNCEMENT 

August  16, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation;  Amount 

Wyoming  3  P  Preemont _  $50,  000 


[SEAL]  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  56-7669;  Piled.  Sept.  21,  1956; 
8:53  a.  m.] 


[Administrative  Order  5513] 

North  Carolina 

LOAN  ANNOUNCEMENT 

August  16, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des¬ 
ignation  has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin¬ 
istrator  of  the  Rural  Electrification  Ad¬ 
ministration: 

Loan  designation:  Amount 

North  Carolina  lOAA  Haywood____  $50,  000 

[SEAL]  David  A.  Hamil, 

Administrator. 

[F.  R.  Doc.  56-7670;  Filed.  Sept.  21,  1956; 
8:53  a.  m.] 


[Administrative  Order  5514] 

North  Dakota 
loan  announcement 

August  17, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting^ 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

North  Dakota  40C  Burleigh..  $729, 114. 18 

[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  56-7671;  Piled,  Sept.  21,  1956; 
8:53  a.  m.] 


Loan  designation:  Amount 

Arkansas  13Z  Johnson.' _ $50,  000 


[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  56-7663;  Piled,  Sept.  21,  1956; 
8:52  a.  m.] 


[Administrative  Order  5507] 

Texas 

LOAN  ANNOUNCEMENT 

August  14, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electrifi¬ 
cation  Administration: 


Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation :  Amount 

Pennsylvania  12M  Sullivan _ $170, 000 

[seal]  David  A.  Hamil, 

Administrator. 

[P.  R.  Doc.  56-7667;  Piled.  Sept.  21,  1956; 
8:52  a.  m.] 


[Administrative  Order  5511] 
Illinois 

LOAN  ANNOUNCEMENT 

August  16, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 


/ 
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NOTICES 


[Administrative  Order  5515] 

South  Carolina 

'  LOAN  ANNOXTNCElfKNT 

August  17, 1956. 

Pursuant  to  the  provisions  of  the  Ru¬ 
ral  Electrification  Act  of  1936,  as  amend¬ 
ed,  a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

South  Carolina  22U  Fairfield.. $515,000 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  66-7672;  Piled,  Sept.  21,  1956; 
8:53  a.  m.] 


[Administrative  Order  6616] 
Arkansas 

LOAN  ANNOUNCEMENT 

August  17, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation;  Amount 

Arkansas  26AC  Pulton _ $100,000 


[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  66-7673;  Piled,  Sept.  21,  1956; 
8:63  a.  m.] 


[Administrative  Order  5517] 
Minnesota 

LOAN  ANNOUNCEMENT  ^ 

August  21, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

Minnesota  96T  Beltrami _ $50,  000 


[SEAL]  J.  K.  O’ShAUGRNESST, 

Acting  Administrator. 

[P.  R.  Doc.  66-7674;  Piled,  Sept.  21,  1956; 
8:53  a.  m.] 


[Administrative  Order  5518] 

Ohio 

LOAN  ANNOUNCEMENT 

August  22,- 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

Ohio  75N  Williams _ $330,000 

[seal]  J.  K.  O’Shaughnessy,  , 
Acting  Administrator. 

[P.  R.  Doc.  66-7675;  PUed,  Sept.  21,  1956; 
8:68  a.  m.] 


[Administrative  Order  5519] 
Delaware 

LOAN  ANNOUNCEMENT 

August  22, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Delaware  27  Sussex _ _ _ $590, 000 

[seal]  j.  K.  O’Shaughnessy, 
Acting  Administrator. 

[P.  R.  Doc.  66-7676;  Piled,  Sept.  21,  1956; 
8:53  a.  m.] 


[Administrative  Order  5520] 

Texas 

LOAN  announcement 

August  27,  1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  hsus  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
ESectrification  Administration: 

Loan  designation:  Amount 

Texas  115R  Grimes _ $385,000 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[F.  R.  Doc.  66-7677;  Piled,  Sept.  21,  1956; 
8:54  a.  m.] 


[Administrative  Order  5521] 

North  Carolina 

LOAN  ANNOUNCEMENT 

August  28, 1956. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

North  Carolina  16S  Edgecombe..  $500, 000 

[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  66-7678;  Piled,  Sept.  21,  1956; 
8:54  a.  m.] 


[Administrative  Order  6522] 

Alaska 

LOAN  ANNOUNCEMENT 

August  29,  1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 


a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration; 

Loan  designation:  '  '  Amount 

Alaska  6H  Golden  Valley _ $50,000 

[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  56-7679;  Piled,  Sept.  21,  1956; 
8:54  a.  m.j 


[Administrative  Order  5523] 

North  Dakota 

LOAN  ANNOUNCEMENT 

August  29, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

North  Dakota  36G  Cavalier _ $50,000 


[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[F.  R.  Doc.  56-7680;  PUed,  Sept.  21,  1956; 
8:54  a.m.] 


[Admlnlstratlve^Order  5524] 
Nebraska 

LOAN  ANNOUNCEMENT 

August  30, 1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 

Loan  designation:  Amount 

Nebraska  64M  York  District 
Public .  $2,050,000 

[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[F,  R.  Doc.  56-7681;  PUed,  Sept.  21,  1956; 
8:54  a.  m.] 


[Administrative  Order  5525] 
Nebraska 

LOAN  ANNOUNCEMENT 

August  31,  1956. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

Nebraska  101 A  Dundy 
District  Public . $1, 185, 000 


[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[F.  R.  Doc.  56-7682;  Filed,  Sept.  21.  1966; 
8:54  a.  m.] 


